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A New MarINnE Rapio UNIT FoR CARGO VESSELS. 


THIS NEW DEVELOPMENT PROVIDES ALL NECESSARY FACILITIES FOR SAFETY AND COMMU- 
NICATION PURPOSES AND COMBINES, IN A SINGLE COMPACT CABINET, EQUIPMENT WHICH 


ORDINARILY COMPRISES AS MANY AS TWELVE SEPARATE UNITS. INSTALLATION IS GREATLY 


SIMPLIFIED INASMUCH AS THE UNIT IS PRACTICALLY READY TO ‘‘PLUG IN’? FOR POWER 


SUPPLY AND ANTENNA CONNECTION. 
THE SET WAS DESIGNED AND IS BEING MANUFACTURED BY THE FEDERAL TELEGRAPH 


UNIT OF THE INTERNATIONAL TELEPHONE AND RADIO MANUFACTURING CORPORATION. 








A New Marine Radio Unit for Cargo Vessels 


GIRARD 
Federal Telegraph Company, Newark, New Jersey 


By E. J. 


Historical 


HE need for ship-to-ship and _ ship-to- 
shore communications, primarily in- 
volving safety considerations, provided 

the incentive which led to the early development 
of radio. Despite the fact that spectacular de- 
velopments in radio during the past forty odd 
years have tended to obscure the importance of 
ship radio facilities in the public eye, marine 
radio nevertheless remains one of radio’s most 
essential applications. 

From 1914 on the Federal Telegraph Company 
has supplied marine radio equipment on a large 
scale, emphasizing efficiency, reliability and 
safety. It pioneered in the development of CW 
equipment of the arc transmitter type, and, in 
more recent years, in collaboration with the 
Mackay Radio & Telegraph Company, it offered 
to U. S. A. shipowners the first combined inter- 
mediate and high frequency transmitter, as well 
as the first transmitter contained in one panel 
capable of operating both from the ship’s power 
supply and from a low voltage, high capacity 
emergency storage battery. 

During the years 1920-37 the demand for ship 
radio facilities was mainly for additions or re- 
placements to existing equipment rather than 
for complete new installations. For example, 
during this interval many 50 watt emergency 
transmitters were added to existing installations. 
The outlawing in 1930 of new spark transmitter 
installations, as well as obsolescence of such 
transmitters in service, created a substantial 
demand for intermediate wave tube type trans- 
mitters. The development of high frequency 
marine equipment led to the installation of high 
frequency transmitters and receivers on ship- 
board. Following the establishment of United 
States Government requirements in 1937, U.S.A. 
cargo vessels, with certain exceptions, have been 
equipped with auto alarm apparatus for the 
reception of the International Auto Alarm Signal. 

Furthermore, during this period (1920-37), 
comparatively few new merchant vessels were 
constructed in the U. S. A. Ships actually built 
were of various designs and sizes and large scale 
standardization was not attempted. 
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Conditions prevailing during the past twenty 
years thus hardly encouraged departure from the 
established practice of “‘packaging’”’ individual 
units in the form of transmitters, receivers, etc. 
Accordingly, on the majority of older vessels, 
installations, like Topsy, ‘just grew.’’ On newer 
vessels, similarly, radio installations comprised 
various individual units more or less conveniently 
supported on tables or bulkheads. Interconnec- 
tions were made at the time of installation, in- 
volving a lengthy and expensive procedure. 

In 1936, the U. S. Maritime Commission suc- 
ceeded the U. S. Shipping Board as the Govern- 
ment’s shipping and shipbuilding organization 
and immediately initiated an ambitious construc- 
tion program calling for the building of 500 ships 
over a ten year period. The resulting increased 
demand for radio facilities, however, was gen- 
erally met by types of equipment already in 
existence. 

An opportunity for the development of a com- 
plete unit, combining in a single cabinet all the 
ship radio facilities required, was presented by 
the inauguration of the emergency cargo vessel 
building program formulated by the Maritime 
Commission as part of the National Defense 
Program. The Federal Telegraph Company took 
advantage of this opportunity and has success- 
fully concluded the development of a complete 
shipboard radio unit described hereinafter. 


New Marine Radio Unit 


A view of the new marine radio unit is shown 
in the Frontispiece. The equipment at the left is 
the main and emergency transmitter. When used 
as the main transmitter, the output on CW and 
MCW is in excess of 200 watts and 300 watts, 
respectively. When functioning as the emer- 
gency transmitter, the output is in excess of 
50 watts. Hinging of the transmitter panel at 
the bottom enables it to be swung downward and 
provides ready accessibility for servicing, etc. 
Quick changeover can be effected on five pre- 
determined frequencies in the operating range of 
350 to 500 ke. 

The antenna switch (see Frontispiece) is lo- 
cated in the right hand section. of the unit; it 
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provides for auto alarm operation, direction find- 
ing position, main antenna and ground. The auto 
alarm panels comprise a. receiver and a selector; 
they are shown to the right of the antenna 
switch and clock, respectively. Both can be 
swung forward providing complete accessibility 
from the front. The auto alarm unit operates 
continuously while the operator is off watch and 
is responsive to the International Auto Alarm 
Signal on the distress frequency of 500 kc. 

Below the auto alarm are the controls for the 
battery charging and power facilities. The charg- 
ing units are located towards the rear of the 
cabinet. A blower at the back of the cabinet 
circulates air corresponding to the number of 
chargers in use at a given time. Adequate ventila- 
tion and cooling are thus assured. 

Two receivers are shown in the right hand 
section immediately above the operating shelf. 
The main receiver covers an operating range of 
15 to 650 ke. It utilizes a tuned radio frequency 
circuit and is especially constructed for marine 
use. Suitable filtering and shielding insure free- 
dom from electrical interference due to nearby 
equipment. The second receiver, situated at the 
left of the main receiver, is of the crystal detector 
type required by law. It serves as a standby in 
case the main receiver becomes inoperative. 
Both receivers can be pulled out from the front 
so that they are completely accessible. 

The operating shelf is 18 inches deep and re- 
places the conventional radio room table. 

Below the operating shelf, sections accessible 
through hinged doors house two motor gener- 
ators. One machine energizes the transmitter at 
full power from the ship’s mains; the other 
operates the main transmitter from a 24 volt 
storage battery. 


Installation 

Installation of the combination unit equipment 
on shipboard consists chiefly in securing the unit 
in place in the radio room and connecting the 
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antenna and power leads. Estimates indicate 
that these operations can be completed in not 
more than one-fifth of the time necessary to 
install an equivalent installation of the ordinary 
type comprising separately placed transmitters, 
receivers, motor-generator sets, etc. The wiring 
problem, obviously, is greatly simplified. The 
importance of this saving in time and expense is 
apparent when it is considered that the installa- 
tion of radio equipment on new vessels usually 
requires from six weeks to two months. More- 
over, such installations tend to interfere with 
concurrent construction work on the ship itself. 
With the new Marine Radio Unit, on the other 
hand, practically all work on the ship can be 
completed prior to the time the radio room unit 
is placed in the position designated. 

Important to naval architects and to others 
is the fact that radio room space requirements 
can be readily and accurately pre-determined. 

When convenient for shipment or necessary 
for passage through doors or corridors on ship- 
board, the unit can be separated into two equal 
sections, each measuring 691% X29X19 inches. 
The operating shelf is, of course, demountable. 


Standardization 


The new combined unit standardizes the posi- 
tion of operating controls and thereby expedites 
and simplifies the training of radio operators. 
Regardless of the ship on which the equipment 
is to be installed, all controls are at the operator’s 
finger tips in exactly the same relationship on 
each ship. Hence, servicing and operating instruc- 
tions can be simplified and made more specific, 
and operators should find it easier to become 
familiar with the equipment. 

As mentioned above, the new Marine Radio 
Unit resulted from the program of mass produc- 
tion of merchant vessels in the U. S. A. It is, 
however, suitable for any type or size of ship, 
and indications are that it will meet with a wide 
demand from ship owners and ship builders. 








Electromagnetic Waves in Metal Tubes of 
Rectangular Cross-section * 


By JOHN KEMP, M.I.E.E. 
Standard Telephones and Cables, Limited, London, England 


The attenuation of electromagnetic waves propagated through the interior of metal 
tubes of rectangular cross-section is calculated by the familiar telephone transmission 
formulae, the top and bottom of the tube being regarded as zigzag flat-strip transmission 
lines while the side walls are regarded, when suitably disposed, as transmission lines 
of another type. From the losses occurring in these lines, the attenuation offered by the 
tube is obtained in a simple manner. The results are found to be in agreement with 
those established by more elaborate means by other investigators. The characteristic 
advantage of the method here described is its simplicity and the directness with 
which the final results emerge. The method also provides a link between electrical 
communication through the interior of hollow metal tubes and the transmission of 
waves along telegraph and telephone lines of conventional type. 


(1) Introduction 


ITHIN the last few years a number 
of contributions have been made to 
the subject of electromagnetic waves 

in hollow metal tubes. Although the existence 
of such waves has been known for a long time 
and although their theory was clearly stated in 
1897 by Lord Rayleigh,! it is only recently that 
consideration has been given to them from the 
point of view of long-distance communica- 
tion? 4567812 and that their attenuation has 
been calculated. The general formula for the 
attenuation of all types of waves in metal tubes 
of all cross-sections has been established by 
Schelkunoff.* Chu and Barrow’ have also derived 
attenuation formulae for all types of waves 
supported by tubes of rectangular cross-section. 
The method followed thus far has involved the 
computation of the energy flow in the direction 
of the tube and the power losses in the walls by 
means of the Poynting flux theorem. It is pro- 
posed here to show that the same expressions 
for the attenuation can be derived from the 
ordinary telephone transmission formulae. Al- 
though this simple treatment of the problem 
can be applied only to one class of waves, it 
furnishes a link between the transmission of 
waves through hollow metal tubes and the 
transmission over telephone and telegraph lines 
of familiar type. 

Electromagnetic waves in metal tubes are 
characterized by two essential features. There 


* Wireless Section I. E. E. paper. Reprinted from Part 
III, Journal I. E. E., Sept., 1941. 


is a minimum frequency below which no waves 
are supported by the tube. This minimum or 
cut-off frequency is determined by the shape and 
the size of the tube. As the wavelength of the 
cut-off frequency is of the order of the cross- 
sectional dimension of the tube, the frequencies 
of the possible waves—for air-filled tubes having 
dimensions in the centimetre range—are of the 
order 10° cycles per second and above. The 
second feature is that there is either an electric 
or a magnetic intensity in the direction of 
propagation of the waves, i.e., along the tube. 
For electromagnetic waves in free space the 
electric and the magnetic intensities are in planes 
at right angles to the direction of propagation. 
When, however, waves are restricted to the 
inside of metal tubes there is, in addition to the 
electric and magnetic intensities of the free-space 
waves, either an electric or a magnetic intensity 
in the direction of propagation. It is customary 
to use this additional property of these waves 
for their classification. When there is an electric 
intensity in the direction of propagation, the 
wave is designated an E-wave. When there is a 
magnetic intensity in the direction of propaga- 
tion, the wave is designated an H-wave. Sub- 
scripts are used for further classification; thus 
the subscripts ‘‘x, m’’ designate a wave of order 
n and of mode m. The order and the mode of a 
wave are determined by the number of half or 
full sinusoidal variations of the electromagnetic 
field along certain specified directions of the 
cross-section. For a rectangular tube only half- 
sinusoidal variations are taken into account, so 
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that » designates the number of half-sinusoidal 
variations between the top and bottom walls of 
the tube, and m the number of half-sinusoidal 
variations between the two side walls of the tube. 
If the field does not vary between the top and 
bottom, m is zero and the wave is designated a 
zero-order wave. 

The waves for which the attenuation will be 
considered here are H-waves of zero order, i.e., 
H.,m waves, and the cross-section of the tube is 
assumed to be a rectangle of height a cm. and 
width 6 cm. The principal wave of this class, 
i.e., the H,; wave, has been the subject of 
detailed study by Chu and Barrow.’ As the 
cut-off frequency and the attenuation of this 
wave are lower than those of any other wave in 
a rectangular tube, it offers the best prospect for 
practical application. 

Being of zero order, all waves of the Hz,» 
class are characterized by the fact that their 






















ELECTRIC INTENSITIES PARALLEL TO SIDE WALLS OF TUBE 





- WIDTH OFTUBE —— 


Fig. 1—Distribution of Electric Intensities of Some Waves 
of the Hom Class. 


electric intensity is parallel to the side walls. 
Across the width of the tube the variations of 
the electric intensities follow sine curves as in 
Fig. 1. The wave of lowest mode, i.e., the H,,; 
wave, possesses one half-sinusoidal variation, 
the wave of next higher mode, i.e., the H,,2 
wave, possesses two half-sinusoidal variations, 
and so on. In addition there is, of course, a space 
variation along the tube, i.e., in the direction of 
propagation, and the usual time variation. 
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The cut-off frequencies of the waves of the 
Hom Class are determined by the expression 
mv,/(2b), where 2, is the velocity of propagation 
of an electromagnetic disturbance in free space. 
When the dielectric within the tube is air, 7; is 
3-10'° cm. per sec. These waves have, for the 
purpose of calculations, been resolved’ into a 
pair of plane waves travelling across the tube 
with a velocity corresponding to that of plane 
waves in an unrestricted medium and reflected 
at the walls of the tube, thus constituting a 
number of zigzag paths. The angle between the 
direction of propagation of a component wave 
and the tube itself is then related to the frequency 
f and the cut-off frequency f.,» by the equation 
sin 0=f.,m/f. This mode of regarding the propa- 
gation of a wave in a tube as the result of 
repeated reflections was first suggested by 
Brillouin® and was also described by Page and 
Adams.!° It is a convenient concept for the 
purpose of explaining some of the properties of 
these waves and will be used here for calculating 
the attenuation. Calculations relating to cross- 
sections other than rectangular are, for the 
present, in abeyance. 





(2) Outline of Method 


It will be assumed that a tube of rectangular 
cross-section is filled with homogeneous dielectric 
and that its walls are of highly conducting 
material. Let it for the moment be imagined 
that the side walls are removed and that the 
top and bottom walls of the tube are cut up— 
not physically but in imagination—into a num- 
ber of strips of equal width as in Fig. 2, making 
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Fig. 2—Plan of Rectangular Metal Tube, Illustrating 
Mode in Which the Tob and Bottom Walls are Imagined to 
be Cut into Zigzag Paths (One Path Shown Shaded). 
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an angle @ with the left-hand edge. A similar 
set of strips starts from the right-hand edge, 
disposed as in the figure, so that the two sets of 
strips form zigzag paths. One of these zigzag 
paths is shown shaded. With each zigzag path 
of the top wall there is associated a corresponding 
zigzag path of the bottom wall. Each pair may 
be regarded as a uniform flat-strip transmission 
line along which a plane wave may be propa- 
gated, the tubes of electric force stretching from 
top to bottom and sweeping along the zigzag 
strips, while the adjacent strips serve as electric 
potential guard-planes to maintain the uni- 
formity of the field. This flat-strip transmission 
line will be referred to as the “‘zigzag”’ line. 
Next, the conducting side-walls are to be 
imagined as being cut into “slabs’’ as in Fig. 3, 


Fig. 3—Hollow Rectangular Metal Tube. Top and Bottom 
Walls (for Clearness Shown as Having No Thickness) 
Imagined to be Cut into Zigzag Transmission Lines (One 
Line Shown Shaded). The Side Walls of the Tube Imagined 
as ‘Slabs’ Forming Semi-infinite Transmission Lines in 
the Direction of their Thickness. 


their number corresponding to the number of 
vertices of the zigzag lines. Each ‘‘slab”’ is to be 
conceived as a_ semi-infinite flat-strip trans- 
mission line in the direction of its thickness and 
having the wall material as its ‘‘dielectric.”’ 
They will be referred to as ‘“‘slab” lines. This 
idea of regarding a slab of metal as a telephone 
transmission line was suggested and applied in 
1915 by Howe® to skin-effect problems. Owing 
to the large difference between the characteristic 
impedance of a slab line and that of a zigzag 
line, a slab line, if connected with a zigzag line, 
will reflect most of the energy arriving at the 
junction. A small portion, however, will enter 
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the slab line and it is this part that will be 
calculated from the impedance ratio of the two 
lines, employing the usual formula. The effect 
of the presence of the slabs upon the character- 
istics of the zigzag line will not be considered 
here except so far as the attenuation is concerned, 
for which an additional term will emerge from 
the losses in the “‘slabs.”’ 


(3) Attenuation for Principal Wave 


For simplicity, attention is first directed to 
the principal wave, i.e., the H7,,; wave of Fig. 1. 
Results are later extended to waves of higher 
mode. Following other writers on this subject a 
practical system of units is here adopted.* 
Unless stated otherwise, the subscript 1 refers to 
the zigzag line and subscript 2 to the slab line. 
The following notations are used :— 


L,, L2=inductance, in henrys per cm. 

C1, C2=capacitance, in farads per cm. 

Ri, R2=resistance, in ohms per cm. loop. 

G;, G2=leakance, in mhos per cm. 

a=distance between the two flat strips, 
in cm. 
W1, W2= width of the strips, in cm. 
ki, kz=permittivity, in farads per cm. cube 
il 
for air x 36m ) 

M1, #2=permeability, in henrys per cm. cube, 
of the dielectric in the tube, and of 
the wall material (for air w=47 
xid-). 

o1, 72=conductivity, in mhos per cm. cube, 
of the dielectric in the tube, and of 
the wall material (for copper a2 
=5-8X105). 

Z1, Z2=characteristic impedance, in ohms. 
v1, Y2= propagation constant per cm. of line. 
a1, a2=attenuation constant per cm. of line. 

81, B2=phase constant per cm. of line. 

V1, ¥o= velocity of propagation in cm. per sec. 

6=angle between zigzag line and edges 
of tube. 
b=width of tube, in cm. 
f=frequency, in cycles per sec. 
fo,1=cut-off frequency of the principal 
wave, i.e., the H,,1 wave. 
w=2nf. 
for 


“ee 0 
01 


/ 
5=loss angle of dielectric { tan 5-1) 


WKy 
K=,|(7)). 
V109u1" 


* Vide first footnote of Schelkunoff’s article, reference 


(9). 
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The parameters of a uniform flat-strip trans- 
mission line provided with guard planes may be 
obtained from those of a co-axial cable* if its 
radius is allowed to increase indefinitely, thus- 


It will first be assumed that there are no 
losses in the dielectric. This is the case when the 
dielectric is air. An adjustment for dielectric 
losses will be made subsequently. Expressions 
for the characteristic impedance and for the 
propagation constant are obtained by substi- 
tuting the above values (1) in the usual formulae 
for a uniform transmission line : 


z~ (GE) | 
“NAG+j0C)’ | 


y= V[(R+jeL)(G+jeC)]. | 


For the attenuation constant of the zigzag 
line the following convenient formula also is 
valid in the frequency range concerned :— 


0G 
a aE 


bdo 
~— 


(3) 


Qa 

In using these formulae certain terms are 
negligibly small compared with others for fre- 
quencies of the order 10° appertaining to such 
waves, and for conductivities of the wall material 
of the order 10°. With these adjustments, and 
using the relation f,,1=2:/(2b), the formulae 


reduce to: 


| Jol _ a ju . 
\ (a) wi xi (4) 


° / ° y -W . - 
NA jo (L101) = jov (miki) =j—-=JB1 (5) 
V1 


1 | suet) p45 
= || ———_ } = —p,? 
“ aN ( Cofh1 kK; Yow (6) 


where K= y/[27p2/(vi02"1") | is a constant de- 
pending only on the materials composing the 


va 


tube. 
*Vide A. Russell: “Alternating Currents,” Vol. 1, 
Chap. VII. 
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For the slab line the primary constants are 


Again omitting all negligible terms in calcu- 
lating the characteristic impedance and _ the 
propagation constant, the formulae become 


22, ((42) “Sale - 


yO (joLlrGe) = V/ (joproe) 
=(14+ j)V (furor). (9) 
Thus 
a2 = B2=+/ (thro). (10) 


Since the orders of magnitude of f, w2 and o» 
are respectively 10°, 10-8 and 10°, it follows that 
the attenuation constant of the slab line is of 
the order 10° per cm. Hence for all practicable 
wall thicknesses the line may be regarded as 
semi-infinite. 

The appropriate widths of the two lines are 
determined by their common boundary at a 
vertex of the zigzag, which for convenience may 


b 
Fig. 4—Junction of “Zigzag” Line and ‘‘Slab”’ Line. 


be assumed to be 1 cm. Fig. 4 shows this junction 
in detail. It follows that the width of the zigzag 
lines must be taken as sin 6, which is equal to 
fo.i/f or vo1. For the slab lines it has been 
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assumed, so far, that the cuts are made at right 
angles to the edges of the tube, the width of the 
“slabs” thus being 1 cm. Within the range of 
frequencies and conductivities under considera- 
tion this mode of cutting the walls is the appro- 
priate one; for, if the cuts were made at an angle 
other than 90° as in Fig. 4, the width would be 
cos ¢3. Then, since by (5) and (9) 


sin gi _ ¥2 — Juro2 
Se —_—__—_—— ]; 
sing. Y¥1 WKiMy ) 


wa=|(1 450m sin? o)=1, 
JM202 


\ 


the order of the second term under the radical 
being 10-4 or less. Hence ¢2 may be regarded as 
zero. Substituting the values found for the 
widths of the strips into (4) and (8), the im- 
pedances become 


tat ee 
Vo,1 Ki 

Za=a, (2). 
2 


When the dielectric is air and the wall material 
copper, Z; always exceeds 377a ohms irrespective 
of the frequency, while |Z:| is smaller than a, 
even for frequencies of the order 10” cycles 


(11) 


(12) 


per sec. 

Attention is next directed to the losses oc- 
curring at the junction of the lines. If the 
impedance ratio at the junction is denoted by 
u=Z,/Z2, the ratio of the energy entering the 
slab line and the energy arriving at the junction 
is given by the formula 4u/(1-+7)*. The loss ex- 
pressed as an attenuation is therefore 2u/(1+)? 
of which only the real part is to be taken. 

Since 


1 ( O2u] ) * : O2M1 ) 
=— ——— }=(1—-7)»;! 
Vo, iV Jop2ky ( Dale 


the loss is 


2u 2 z set 
(1 +u)? u_ (1+ 7) v0, | ( ean 


and the real part of this is 


1 
Kb v3 ly 
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where again use has been made of the relation 
fo,1=01/(20).* 

Now the length of the zigzag line from one 
side of the tube to the other is seen from Fig. 4 
to be b/sin @ or b/»,,;. Hence if the loss occurring 
at the junction is distributed over this length 
and added to the attenuation constant (6) 
obtained above, the following approximation for 
the total attenuation constant of the zigzag line 
with “‘slabs’’ is obtained :— 


bis — 
assist =K (Fe reh +b “ 


ma (14) 


This is the attenuation constant per centimetre 
of line. To obtain the attenuation constant per 
centimetre length of the tube, (14) has to be 
divided by cos @ or (1—v; ,)!, the final result for 
the attenuation constant for the H,,1 wave thus 
being : 


fens: ; satay 3 
ann, = KOS veh +08, (U9) (15) 


It has already been shown in Fig. 2 that the 
tube is imagined to be cut up into a number of 
identical zigzag paths. The attenuation of the 
tube is therefore the same as that of each path; 
accordingly (15) represents the attenuation 
constant of the whole tube for H,,; waves. 


(4) Attenuation for Waves of Higher Mode 


The result obtained for the principal wave 
may be extended most conveniently to waves of 
higher mode, i.e., HZ, m waves, by inspection of 
Fig. 5, which represents the top of the tube for 
m=3. The dotted lines p, p’ and q, q’ indicate 
vertical planes along which the electric intensity 
is zero at all times and which divide the tube 
into m compartments or component tubes. Now 
imagine the right-hand side wall of the tube to 
be moved into the position p, p’, and consider 
for the moment the first compartment alone. 
The attenuation formula (15) can evidently be 
applied, the only modification required being to 
replace 6 by b/m and »,,1 by vom. If the side 
wall is now moved back into its original position 


*The same expression is obtained when the wave 
advancing along the zigzag line is, at the vertex, regarded 
as falling upon a metal surface at which it is partly reflected 
and partly absorbed. The formulae appertaining to this 
mode of treatment are, for example, contained in a paper 
by Fry. 
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and a flat-strip transmission line is considered 
stretching across the whole tube, i.e., from A to 
B, it is observed that the first term of the 
modified formula still holds, the attenuation of 
the line from A to B being the same as that 
from A to B'; but the interval between successive 
reflections is m times the interval for the first 
compartment, hence the second term of the 
modified formula is to be divided by m. Applying 
these modifications to (15) the attenuation 
constant for H,,m waves is obtained. Thus 

b 


Qn = Ko-'m}( 


o,m 2 (16) 


5 tehn tm) 2h) 
which agrees with the expression established by 
Chu and Barrow.’ It is also in complete agree- 
ment with the expression furnished by Schel- 
kunoff’s general formula, for metal tubes of any 
shape, when that formula is applied to H,, 
waves in rectangular tubes. ** 


p’ 
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Fig. 5—System of Flat-Strip Transmission Lines for Waves 
of Higher Mode. 


* Two formulae are given for the attenuation constant 
of H-waves. The first is general, for metal tubes of all 
shapes, and for waves of all orders; the second is derived 
from the first and appertains to tubes of rectangular cross- 
section only. This subsidiary formula is valid for waves 
of all orders other than zero. The need for separate treat- 
ment of zero-order waves arises from the fact that for 
these waves the electric intensities between the top and 
bottom of the tube are constant, while for waves of all 
other orders they vary sinusoidally. When losses are 
considered, mean-square values are required, and thus 
there emerges a factor 3} for waves of all orders other than 
zero. An analogous position exists in respect of the losses 
due to the various harmonics of an alternating current 
and that due to a direct current, if the direct current is 
regarded as a harmonic of zero order. 


COMMUNICATION 


An alternative mode of splitting up the tube 
into a system of flat-strip transmission lines is 
seen in Fig. 6. In this case m sets of lines are 
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Fig. 6—Alternative System of Flat-Strip Transmission Lines 
for Waves for Higher Mode. 


es 


set up, each set functioning independently of 
the others, separated from them by planes of 
zero electric intensity. In fact, the tube is 
considered as m component tubes, to each of 
which formula (15) is applicable directly if 5 is 
replaced by b/m and »,,1 by vo,m. For the first 
and last component tubes the term due to 
reflection losses is to be halved, as there are no 
losses along the interior planes of zero electric 
intensity. Similarly, for the interior component 
tubes, which are located entirely in the interior 
of the main tube, the second term in the formula 
vanishes. Thus, for the first and the last compo- 
nent tube the attenuation constant is 


b 
ee —} | 2 is ” 
Kb imi, Th Vo,'m 2Y%o,m (1 Og: | “* (1 7) 


2am 


while for the remaining m-2 tubes the attenuation 
constant is 


Kon o8 (1 25, ae (18) 
2am 


and, on averaging (17) and ‘*8), formula (16) 
is regained. 


(5) Losses in the Dielectric of the Tube 


So far it has been assumed that the dielectric 
of the tube is perfect. If the conductivity of the 
dielectric is small, yet not negligible, an allow- 
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ance can be made by taking into account the 
second term of formula (3) for the attenuation 
constant. Substituting in this the values from 
(1), an additional term is obtained, viz., 


Gi [Lr_o1 fur, 
2 Ci 2 Ky 


As the conductivity of a dielectric is usually 
expressed in terms of the loss angle 6, it is 
convenient to introduce into (19) the relation 
tan 6=0,/(wk,;) and, if allowance is made, as 
before, for the zigzagging of the line, the follow- 
ing expression is obtained for the adjustment 
due to the losses in the dielectric: 


(19) 


mr 


2b 
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me. —} 4- 
Vo, wil POs m * tan 6, 


(20) 


and this term must be added to the attenuation 
constant given by (16). 


(6) Conclusions 


The method reveals the existence of a link 
between two seemingly disjointed branches of 
telecommunication: (1) Telecommunication of 
the classical character, employing a ‘“‘circuit,” 
i.e., a system comprising a ‘‘go”’ and a “‘return” 
path, and (2) Telecommunication through hollow 
metal tubes without a return path in the con- 
ventional sense. 

The final expression found in equation (16) for 
the attenuation constant of waves propagated 
through hollow metal tubes is derived in a simple 
manner from the familiar equations for the 
attenuation of telephone lines, with due regard 
to the reflection loss at the junction of dissimilar 
lines. The numerical results obtained by this 
shortened method agree in every respect with 
those obtained by more elaborate means by 
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other investigators. The simplicity of the method 
and the ease with which the final results are 
obtained arise from the fact that the telephone 
transmission formulae contain implicitly the 
concepts required in the detailed calculation by 
orthodox procedure. 
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gauge conductors, loaded to suit the particular 
transmission requirements of each case; it in- 
cludes three intermediate repeater stations, 
which coincide with some of the stations neces- 
sary for the 12-channel cables. All three cables 
are armored and laid directly in the ground, 
covered only by a creosoted board. 

Fig. 1 shows, graphically, the lay-out of the 
repeater stations along the route. The stations 
at Varberg, Halmstad and Helsingborg are those 
common to the 12-channel and the loaded cables. 


Introduction 


INCE the installation, in 1922/23, of the 
first small gauge, loaded and repeatered 
cable between Stockholm and Géteborg, 

the Swedish toll cable network, year by year, 
has been extended so that today it comprises a 
total of 5508 km of cable, covering the most 
important industrial and commercial sections of 
the country. Incidentally, the first Stockholm-— 
Goteborg cable is now being de-loaded in order 
to adapt it to multi-channel telephone operation. 
In 1940, the latest link in the Swedish toll cable 
system was completed by joining the two cities 
of Géteborg and Malmo by a most up-to-date As a background to the overall transmission 
cable system. The distance involved is 277 km, results, recorded further on, the main specifica- 
and, since economic studies had shown that the tion requirements of the cables intended for 
through-circuits, at least, could most profitably carrier operation are briefly given below. The 
be obtained by the use of 12-channel carrier figures apply to repeater sections and are valid 
circuits, two non-loaded cables were laid, side for the frequency range 12,000-—60,000 p/s. 
by side, throughout the whole distance. The maximum attenuation shall be 0.168 
From Goteborg to Helsingborg (217 km) each neper/km (1.5 db) in the case of the cable of 
cable comprises 19 pairs of 1.2 mm conductors, 1.2 mm conductors and 0.203 neper/km for the 
whilst for the remaining 60 km, Helsingborg— 1.0 mm conductors. The far-end crosstalk be- 
Malmé, the two cables each contain 7 quads of _ tween pairs in the same cable shall be such that 
1 mm conductors. In order to cater for inter- the difference in level at the far end between a 
mediate and branch traffic a third cable was disturbing and a disturbed pair shall be at least 
installed along the same route and at the same 8.5 nepers (74 db). The near-end crosstalk 
time. This cable contains from 72 to 140 quads _ between pairs in the same cable shall not be 
as dictated by traffic considerations—of small less than 6.5 nepers (56 db) whilst, between 
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Fig. 1—Layout of Repeater Stations Along Cable Route. 
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Fig. 2—General Transmission Features of Type K 12-Channel Carrier System. 
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pairs in separate cables, it must not be less than 
the cable attenuation plus 8.5 nepers. 

The characteristic impedance Z,; of an arbi- 
trarily chosen pair shall not deviate from a 
nominal value Zo by more than an amount 
which satisfies the following relation: 


a7 =0.025. 


LotZi 


The nominal value of Z» was fixed by agree- 
ment between the cable contractor and the 
supplier of the repeater equipment. 


Twelve-Channel Equipment 


To meet the present demands of the through- 
traffic between Goteborg and Malmé, four Type 
K carrier equipments were installed, thus pro- 
viding for a total of 48 circuits. 


GENERAL TRANSMISSION FEATURES 


The general transmission features of the Type 
KK system are indicated in the block schematic, 


Fig. 2. Voice frequencies, arriving from the toll 
board, pass through the 4-wire terminating set 
in the usual way. They are then modulated in 
the channel modulator, A, with carrier fre- 
quencies of 64, 68, 72, etc., to 108 ke/s, according 
to the particular channel in question. In the case 
of Channel 7, shown on the schematic, the chan- 
nel carrier frequency is 84 kc/s. The lower 
sideband, resulting from this modulation, is 
selected by the modulator channel filter, D. 
This sideband, together with the eleven others, 
emanating from the remaining channels, passes 
through a compensating filter, F. All twelve side- 
bands, which now form a single group, occupying 
the frequency range, 60 to 108 kc/s, next pass 
through the group modulator, G, where they are 
modulated with a carrier frequency of 120 kc/s. 
The lower sideband, produced by this modulator, 
is chosen by the low-pass filter, J. This sideband 
now occupies the frequency range 12 to 60 kc/s, 
and is transmitted to the cable pair via the 
transmitting amplifier, K. 

In the reverse direction, the line frequencies of 
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12 to 60 kc/s, corresponding to the twelve sepa- 
rate channels, pass as a group through the auxil- 
iary equalizer, L, and the receiving line amplifier, 
M, which together compensate the attenuation 
and distortion produced by the cable pair. They 
then pass through the group demodulator, H, the 
carrier supply to which is 120 kc/s. The lower 
sideband produced by this demodulator lies in 
the range 60 to 108 kc/s. This is selected by the 
low-pass filter, N, and is stepped up to the 
required level by the auxiliary amplifier, O. It 
then passes via the compensating filter, F, to 
the paralleled inputs of the 12-channel demodu- 
lator filters. In the case of Channel 7 (Fig. 2), 
the filter, E, selects the frequency band 80 to 
84 kc/s, which then passes through the channel 
demodulator, B. Here it is demodulated with 
the appropriate carrier frequency (84 kc/s in the 
case of Channel 7) and the sidebands produced 
pass on to the voice frequency amplifier, P. 
This amplifier transmits the lower sideband, 0 
to 4 kc/s, and amplifies it to the appropriate 
level, but suppresses the unwanted sidebands. 
Thus the original speech frequencies are repro- 
duced and pass on to the toll board via the 
4-wire terminating set. 

It will be seen from Fig. 2 that a pilot fre- 
quency supply, Q, is introduced at the input of 
the group modulator. This supply comprises 
three frequencies which, after passing through 
the group modulator, appear on the line as 
15.9, 27.9 and 55.9 kc/s. These frequencies lie 
in the otherwise unoccupied regions of the 
transmitted frequency band, and their levels 
are accurately adjusted at the sending end to a 
known value. Thus, by the use of a highly 
selective level measuring set at any suitable 
point along the line—usually at the receiving 
end—transmission level measurements can be 
made at any time without interrupting any 
channel and without cooperation from the 
sending end. The three pilot frequencies lie well 
spaced over the transmitted frequency band and 
thus allow the equalization of the cable pair 
plus the line amplifier to be kept under constant 
observation. 


SYSTEM FEATURES 


The outstanding features of the constituents 
mentioned in the general description above are 
described somewhat more in detail below. 


Modulators and Demodulators—The channel 
modulators and demodulators, A and B in Fig. 2, 
are of the bridge type and employ metallic 
rectifiers. The group modulators and demodu- 
lators, G and H, also employ such rectifiers, but 
they are of the double-balanced type, permitting 
a simplification of the associated filters. 

Filters—The channel modulators and demodu- 
lator band-pass filters, D and E, are of the 
quartz crystal type; their schematic circuits are 
equivalent to two lattice sections. They are 
enclosed in hermetically sealed cans from which 
all traces of moisture have been removed. The 
group modulator and demodulator filters, J and 
N, are of the low-pass type and employ coils 
and condensers. This simple construction is 
possible because the unwanted modulation 
products are widely separated from the wanted 
lower sideband. Other filters are used in the 
carrier supply circuit and in the pilot supply 
circuit; they are of the quartz crystal type and 
are referred to later. 

Amblifiers and Equalizers—The transmitting 
amplifier, K, is a three-stage, feed-back amplifier 
with a flat gain/frequency characteristic. The 
receiving line amplifier, 1/7, is also a three-stage 
feed-back amplifier but it has a line equalizer 
in the feed-back circuit, producing a sloping 
gain/frequency characteristic. This corrects the 
major part of the distortion introduced by the 
cable pair. An auxiliary equalizer, L, is used to 
correct the small amounts of residual distortion. 
This is a constant resistance equalizer and is 
adjustable by means of soldered connections. 
The line amplifiers and auxiliary equalizers at 
the intermediate amplifier stations are of the 
same type as L and M, described above. The 
auxiliary receiving amplifier, O, is a two-stage 
feed-back amplifier with a flat gain/frequency 
characteristic. The demodulator amplifier, P, is 
a single-stage voice frequency amplifier with 
feed-back. It has a maximum gain of about 
4 nepers (35 db), which can be continuously 
adjusted over a range of 1.15 nepers (10 db) 
by means of a rheostat in the feed-back circuit. 
It amplifies voice frequencies up to 4 kc/s, but 
suppresses higher frequencies, thus also per- 
forming the function of a low-pass filter. 

Carrier Supply—A basic frequency of 4 kc/s 
is generated by a tuning fork in conjunction 
with a vacuum tube. This is amplified, first by 
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a ‘control’? tube and then by a_ push-pull 
amplifier, the output being about 4 watts. The 
output is filtered and applied to a circuit con- 
taining a non-linear inductance coil; this circuit 
produces odd harmonics of 4 kc/s. The odd 
harmonics required for the channel carrier fre- 
quencies are selected by crystal filters, from 
which they pass via adjustable resistances to 
bus-bars and thence through protective resist- 
ances to the channel modulators and demodu- 
lators as required. These odd harmonics are 8 kc 
apart; a simple crystal filter equivalent to a 
single lattice section suffices for their separation. 

The even harmonics of 4 ke/s are produced in 
a separate branch, consisting of a metallic 
bridge-type rectifier, bridged across the output 
of the odd-harmonic producing coil circuit. The 
even harmonics thus appear at the output of the 
rectifier circuit; they are filtered and distributed 
in the same way as the odd harmonics. 

The harmonic producing circuit has _ the 
property of creating all required harmonics at 
the same level, and sufficient power is available 
for the channel modulators and demodulators 
without subsequent amplification. Small adjust- 
ments to the voltages of the various channel 
carrier frequencies are made by the adjustable 
resistances referred to above. 

The group carrier frequency of 120 kc/s is 
obtained via a two-section crystal filter from the 
even-harmonic branch of the circuit. Since a 
higher carrier voltage is required in the group 
modulators and demodulators than in the chan- 
nel modulators, a single-stage amplifier is em- 
ployed to produce the necessary power, which is 
then passed on to bus-bars and distributed to 
the various systems via protective resistances. 

In order to guard against the multi-failure of 
channels, which would occur if the carrier supply 
(and more particularly the 120 kc/s supply) 
were to break down, the 4 kc oscillator and 
harmonic producing equipment are duplicated. 
Also, the 120 kc/s filter and amplifier are pro- 
vided in duplicate, but not the channel carrier 
filters or distributing arrangements. There are 
thus two carrier generating equipments, the 
regular carrier generator and the emergency 
carrier generator. The load is normally carried 
by the regular generator, whilst the emergency 
one is in full working condition (tuning fork 
vibrating and valves heated) except for the fact 
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that its control grid is blocked by a high negative 
bias, which persists as long as the 120 kc output 
from the regular generator is at a_ suitable 
voltage. If the 120 kc output falls below the 
desired value, a transfer circuit, described later, 
operates; the blocking voltage is removed from 
the emergency control tube and applied to the 
grid of the regular control tube, thus permitting 
the emergency carrier generator to take the load, 
blocking the regular generator. At the same 
time an alarm is given to indicate the change- 
over. The blocking voltage is produced in a 
carrier generator transfer circuit employing two 
gas-filled tubes (multipled for safety). These 
tubes are normally biassed by a voltage obtained 
by rectification from the 120 kc/s supply and is 
of such a value that no plate current flows. 
Associated with their plate circuits is a Wheat- 
stone bridge type of network, which produces 
the blocking voltage for the emergency generator 
and the operating bias for the regular generator 
so long as no plate current flows. If the 120 kc/s 
voltage falls and reduces the bias on the gas- 
filled tubes below a certain point, space current 
flows and upsets the balance of the Wheatstone 
bridge with the result that the blocking and 
operating voltages are interchanged. Since the 
control is entirely electronic, the change-over is 
very rapid, i.e., in about 4 milliseconds. Relays 
are included in the transfer circuit for alarm 
purposes. Change-over can be effected for 
testing purposes by manually operated push 
buttons, which are also used to reset the circuit 
after it has operated. 

The outputs of the regular and emergency 
generators are connected to the carrier supply 
filters via hybrid coils so that no switching is 
needed when changing over and, further, no 
interaction between the two generators occurs. 

Synchronization of carrier frequencies is ex- 
tremely simple, being effected by a small air 
condenser in the 4 kc tuning fork circuit. This, 
of course, simultaneously corrects all carriers 
produced by the carrier generators concerned. 

Pilot Frequency Supply—A frequency of 3.9 
kc/s is generated by a tuning fork oscillator and 
passed on to three bridge-type copper-oxide 
modulators, having carriers of 68, 96, and 108 
kc/s, respectively, derived from the channel 
carrier bus-bars. The lower sideband frequencies, 
64.1, 92.1 and 104.1 kc/s, are selected by crystal 
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filters (identical with the carrier supply filters), 
the outputs of which are connected via individual 
rheostats to bus-bars, and thence via protective 
resistances to the group modulator inputs of the 
different systems. After passing through the 
group modulator, the pilot frequencies appear 
on the line as 15.9, 27.9 and 55.9 kc/s. The 
rheostats referred to enable the pilot levels, sent 
to the line, to be accurately adjusted. 

Four-wire Terminating Sets—The 4-wire termi- 
nating sets are of the familiar type. Plug-in 
pads are provided on the transmitting side to 
adjust the voice-frequency input to the channel 
modulator to a level of —1.5 neper (—13 db). 
On the receiving side the demodulator amplifier 
delivers a level of +0.4 neper (+3.5 db), and 
plug-in pads are provided to reduce this to a 
value suited to the circuit concerned. 

Maintenance Instruments—A mains-operated 
heterodyne oscillator, Type 17-B, is provided, 
covering the frequency range 25 p/s to 150 kc/s. 
An interesting feature of this instrument is the 
very open frequency scale, obtained by gearing 
the variable condenser up to drive a cinema-film 
scale, 7.6 metres long. Built-in calibrating circuits 
are provided, and the oscillator can be adjusted 
to any frequency within its range with an 
accuracy of 25 cycles. Between 1 kc and 150 ke 
the output is constant within 0.1 neper (0.9 db). 

A No. 30-A Transmission Measuring Set is 
provided for measuring gains and losses. This 
set is portable and employs a_ thermocouple 
circuit with the galvanometer scale calibrated in 
decibels so that it is direct-reading. A variable 
attenuator forms part of the instrument together 
with patching and switching arrangements, also 
self-contained calibrating arrangements. All the 
components are brought out to jacks, rendering 
the operation of the instrument very flexible. 

For measuring transmission levels at carrier 
frequencies, and more particularly for measuring 
pilot levels, the No. 42-A Transmission Measur- 
ing System is provided. The frequency to be 
measured is applied, via a high impedance pad, 
to the input of a copper-oxide modulator, the 
carrier frequency supply to which is obtained 
from the No. 17-B oscillator. The frequency of 
the heterodyne oscillator is adjusted to modulate 
the test frequency to 130 kc/s, this frequency 
being selected by a 130 kc crystal filter, passing 
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a band confined to about ten cycles. The filtered 
130 kc/s is amplified by a feed-back test amplifier 
and applied to a second modulator, where it is 
heterodyned with a 129 kc/s carrier, obtained 
from a crystal-controlled oscillator. 

The 1 kc/s output of this modulator is am- 
plified by a tuned 1 kc amplifier and passed on to 
the No. 30-A Measuring Set and there measured. 
A special calibrating oscillator with an accurately 
adjusted output is used to calibrate the system at 
a frequency in the middle of the carrier range. 
The bridging loss of the measuring system is less 
than 0.01 neper (0.1 db); levels of — 2.7 nepers 
(—23.5 db) below 1 milliwatt can be measured 
without additional amplification. Arrangements 
can be made to measure lower levels if desired, 
and, as all the components are brought out to 
jacks, the circuit can be modified and used for 
special investigation work, if necessary. Owing 
to the very high selectivity of the set, such tests 
as carrier leak measurements and _ pilot level 
measurements can be made at any time without 
interrupting the service in any way. Measure- 
ment of carrier frequency levels on any channel 
can be accomplished without disturbing the 
other channels. 








Fig. 3—Goteborg Terminal Equipment, Showing Communi- 
cation, Measuring and Power Supply Bays. 
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Alarm Circuits and Telephone Circuits between 
Stations—One cable pair is used to transmit 
alarm signals from an unattended repeater 
station. It also serves as a telephone circuit to 
the unattended station. This pair is equipped 
with filters to suppress carrier noise, which might 
otherwise be introduced into the cable pair 
via the batteries and alarm or telephone equip- 
ment. It was originally intended to operate the 
alarm circuit with current normally on the line. 
It was found, however, quite satisfactory to 
have current on the line during the alarm period 
only, and the circuit was modified accordingly. 
The change enabled a 40-volt dry cell battery 
to be used for alarm purposes. 


Grouping of Equipment 


Channel Modem Panels—The channel modu- 
lators and demodulators (A and B, Fig. 2), the 
crystal filters, D and £, and the voice frequency 
amplifier, P, together with associated pads, 


resistances, etc., not shown on the block sche- 
matic, are mounted on a panel known as the 
Channel Modem Panel. One such panel mounts 
equipment for two channels. These panels are 


mounted in groups of six, corresponding to one 
system, and, associated with each group, is a 
panel mounting the compensating filters, F. 

Group Modem Panels—The group modulator 
and demodulator, G and /7/, the filters, J and N, 
and the auxiliary amplifiers, K and O, are 
mounted together on a panel known as the 
Group Modem Panel. One such panel caters for 
a complete system. 

Carrier Supply and Distribution Panels—The 
regular carrier oscillator together with the har- 
monic producing equipment, 120 kc/s amplifier 
and 120 kc/s filter are mounted on one panel. 
An exactly similar panel is provided for the 
emergency generator equipment. The _ pilot 
oscillator and modulator equipment together 
with the pilot distributing bus-bars and resist- 
ances are mounted as a panel. The transfer 
circuit forms a separate panel; separate panels 
are also provided for filters and distributing 
bus-bars and resistances for the odd and even 
channel carrier frequencies, and for the dis- 
tributing bus-bars for the 120 kc/s group carrier 
frequency. These panels occupy two bays and 
cater for ten systems. 
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Fig. 4—Goteborg Terminal Equipment, Showing Carrier 
Supply and Distribution. 


Line Amplifier and Equalizer Panels—The line 
amplifier, 1, and the equalizer, L, are mounted 
on separate panels. Each line amplifier occupies 
one panel, whilst there are two equalizers per 
panel. Duplicate panels mount grid batteries for 
the line amplifiers and ‘‘Sensitrol’’ relays, 
respectively. The latter give an alarm if the grid 
battery voltage falls below a certain value. 
These panels also mount testing circuits for the 
grid batteries. 

Jack Panels—All high frequency, high level 
jacks are mounted together on one panel, and 
all high frequency, low level jacks on another. 
These panels are well separated to avoid the 
possibility of crosstalk between them. A voice 
frequency jack panel, including monitoring jacks, 
is provided. This gives access to the voice 
frequency sides of the channels. Associated with 
these jacks are the gain-control rheostats for the 
channel demodulator amplifiers (M, Fig. 2). 
On the same bay as this jack panel is a vacuum 
tube monitoring panel as well as facilities for 
talking and ringing. 
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Testing Equipment—One bay mounts the 17-B 
heterodyne oscillator and the various other 
components of the No. 42-A Transmission 
Measuring System, not including the high 
frequency test amplifier which is mounted with 
the line amplifiers. Individual panels are cabled 
to a jack panel, mounted on the same bay. 
The No. 30-A Transmission Measuring Set, 
which is portable, is normally accommodated on 
a writing shelf on this bay, being connected to 
the jack field as required by a patching cord. 

Four-wire Terminating Sets—The 4-wire termi- 
nating sets, together with their plug-in pads, are 
mounted on panels, there being two sets per 
panel. 


Cabling Arrangements 


High and low level carrier frequency cables 
are carefully segregated. In general, the high 
level cables are brought down one side of a bay, 
and the low level cables down the other. This 
segregation is maintained on the cable racks in 
the form of a high level and a low level cable 
group. Specially designed rubber insulated cables 
of a single screened pair are used for the high 
frequency transmission path. This type of cable 
has about the same iterative impedance as the 
main cable pairs, and long lengths of it can be 
used without introducing impedance irregular- 
ities. The earthing of the screens is given special 
attention. 


Vacuum Tubes 


With the exception of a few special tubes used 
in the No. 17-B oscillator, and the gas-filled 
tubes in the carrier generators, only two types 
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of tube, the No. 310-A and the No. 311-A, are 
used in the whole system. 


Terminal Equipment 


Figs. 3 and 4 show views of the Goteborg 
terminal equipment. In Fig. 3, the first bay on 
the left contains the high frequency jacks and 
the grid-bias and alarm panels for the line 
amplifiers. On the second bay is mounted the 
No. 42-A Transmission Measuring Equipment 
with the No. 30-A Measuring Set on the writing 
shelf. On the third bay is the second high 
frequency jack panel, together with alarm equip- 
ment and telephone set for communication with 
the intermediate stations. The following, or 
fourth, bay mounts battery supply equipment, 
as well as receiving line amplifiers and auxiliary 
equalizers. The top amplifier panel on this bay 
is the test amplifier, forming part of the No. 42-A 
Measuring System. The bay on the extreme 
right mounts five group modem panels, the 
fifth panel being spare. 

In Fig. 4, the first two bays on the left of the 
front rack mount the carrier supply and 
distribution equipment. The third bay mounts 
the 6-channel modem panels and compensating 
filters for one system. (Can covers of several 
panels are removed to show detail mounting 
arrangements. ) 

The rear rack contains, on the left, the voice 
frequency jacks and monitoring arrangements, 
and, on the right, the 4-wire terminating sets. 


Overall Results 


The overall equivalent of a representative 
system between Goteborg and Malm6 is shown 
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Fig. 5—Overall Equivalent of System No. 4 Géteborg—Malmo. 





12-CHANNEL 


in the graph of Fig. 5. It will be noted that the 
curve falls well within the limits set by the last 
Assembly of the C. C. I. F. (1938). 

As indicated in Fig. 6, the frequency range of 
one channel between Malm6 and Goteborg is 
160 to 3600 p/s. With five channels in tandem, 
the band 200-3300 p/s is transmitted. 
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The carrier circuits were placed in service in 
May, 1941. 


The above-described equipment was manu- 
factured by the Western Electric Company and 
supplied to the Swedish Telegraph Administration 
by Standard Telefon og Kakelfabrik A/S, Oslo. 
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HE recently completed building of the 
Banco de la Provincia de Buenos Aires 
offers a fine example of modern banking 

architecture. Equipment installations embody 

the latest advances, including alarm and control 
systems, air conditioning and moving stairways. 

Requirements for the signaling and control 
equipment were formulated in accordance with 
equally up-to-date standards. The system pro- 
posed by Compafiia Standard Electric Argentina, 

Buenos Aires, met with the approval of the 

banking authorities and was installed. A view of 

the main control panel is shown in Fig. 1. 


Watchman’s Control System 


This equipment is intended to control the 
movements of individual watchmen, three in all; 
their routes, together with time intervals be- 
tween stations, are predetermined. Plans of the 
building appear on glass panels on which visual 
signals indicate the station next to be visited by a 
particular watchman. If, within the allotted 
interval, a watchman either fails to follow the 
prescribed route or to operate his special key at 
each station, an alarm is sounded and a lamp 
indicates the station involved. Normal move- 
ments of each watchman also are indicated on 
individual time charts (Fig. 2). 

Watchmen’s stations consist of double contact 
switching devices enclosed in sealed metal cases. 
They can only be operated by the special keys 
carried by the watchmen. 

The central equipment has a capacity of sixty 
stations and three alarm groups. A separate 
alarm circuit is provided for each watchman. 

Each alarm group comprises control relays and 
two step-by-step switches; one of these switches 
moves asa result of the turning of the watchman’s 
key at the station, whilst the other advances 
through impulses from a master clock. Flexible 
connections between these two switches allow 
any time interval from one to twenty-five 
minutes in one-minute intervals to be allotted to 
any station. For the time chart record, each 
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alarm group is provided with an Esterline Angus 
time register for twenty circuits, i.e., the number 
of stations assigned to each alarm group. This 
register, when operated, indicates the station 
signaling and the reception time of the signal. 

The visual indication being a lamp, a routiner 
circuit is incorporated in the system in order to 
check the functioning of all lamps prior to a 
watchman commencing his rounds. Operation of 
the routiner key and the alarm test key corre- 
sponding to any single group causes the routiner 
to make a complete round of all the lamp circuits 
involved. This test is accomplished rapidly; a 
faulty lamp results in stoppage of the routiner at 
the corresponding point. 

In the event of an alarm caused by delayed 
arrival at a station, a bell is sounded and the 
lamp of the station to which the watchman is 
proceeding remains lighted in order that an 
investigation may be made. Insertion of the key 
at the station restores the system to normal 
functioning except that the audible alarm is not 
silenced until the reset key on the central panel is 
operated. The period of delay during which the 
alarm is sounded is indicated by the time register 
on the watchman’s chart. 

The time register is driven by an eight-day 
spring mechanism and is provided with internal 
illumination to facilitate observation of the chart. 

Faults, such as line failures and open circuits, 
result in an audible alarm which can be converted 
into a visual signal by depressing the fault alarm 
key. The visual signal remains lit until the fault 
is cleared. 


General Alarm 


For the general alarm service, ‘‘break-the- 
glass’’ push buttons function in association with a 
central alarm equipment comprising alarm relays 
operating visual and audible alarms as well as a 
chart time record. The audible signal provided 
for alarms on the operation of a push button is a 


20 cm 24 volt bell. 
Both the central equipment and the Esterline 
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Fig. 2—Watchmen’s Charts and Part of Building Plan. 
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Angus time register are designed for a capacity of 
sixty circuits; the present equipment consists of 
forty circuits. 

Operation of a push button causes locking of 
the corresponding apparatus and recording of the 
alarm. To reestablish the circuit, the common 
reset key comprised in the central equipment 
must be operated. 

The central equipment includes glass panels 
which individually represent one or two floors of 
the building in plan. On operation of an alarm 
push button, a red disc appears on the building 
plan indicating the point of origin of the alarm. 
Thus, time ordinarily lost in translating numbered 
lamps into actual building locations is eliminated. 

The routiner used for checking the watchman’s 
control system also serves for testing the lamps 
of the general alarm system; the two operations, 
in fact, are accomplished simultaneously, but the 
routiner includes two distinct circuits so that the 
specific failure is definitely indicated in all cases. 


Fire Alarms 


The thermostatic device employed for indi- 
cating room temperature rise above a_prede- 
termined level is adjustable over a wide tempera- 
ture range by means of a micrometric screw and a 
calibrated disc. Operation of a thermostat pro- 
duces an audible and a visual alarm at the 
central equipment. 


Cashier Alarm 


The cashier alarm is designed both for audible 
and visual alarms through the operation of foot 
pedals or paper sealed push buttons. When an 
alarm is given, a lamp indicates the circuit 
involved and a general audible alarm is sounded. 


Strong Room Alarm 


The equipment provided for each of the strong 
room doors consists of a delicately poised pendu- 
lum which rests on a three point contact. The 
pendulums are adjustable and are arranged to 
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respond to any slight vibration of the doors to 
which they are fitted and thus to alter the circuit 
conditions of the system. 

The equipment is designed to give an audible 
and visual alarm in the event of tampering with 
the strong room doors. Suitable precautions were 
taken against the possibility that the system 
might be rendered inoperative through the in- 
jection of liquid air which would freeze the 
delicate contacts of the pendulum mechanism 
and permit motion without disturbing the 
electrical circuit. 

Pendulum mechanisms are connected to a 
central equipment providing individual visual 
and audible alarms in association with each 
pendulum. The central equipment is enclosed in 
a special case which, after the starting key is 
thrown and the door closed, cannot be opened 
in advance of a predetermined time without 
giving an alarm. For emergency conditions, 
however, access to the cut-off switches to each of 
the strong room alarms may be obtained through 
an additional door which can be opened by a 
changeable code lock. 

The flexible cord connection to the pendulum 
is such that any attempt at short circuiting, 
cutting of conductors, etc., immediately results 
in an alarm. 


Personnel Calling System 


The installation includes a system of lamp 
indicating panels for paging executives. 







Power Supply 


The alarm and control system herein described 
is operated on the constant current principle 
designed to indicate faults such as opens, short 
circuits or ground. Two separate 24 V batteries, 
providing reserve in case of mains failure, are fed 
from a 220 V a-c source converted to d-c by 
means of a rectifier. Batteries are operated full 
float and are kept fully charged. A visual signal 
and an audible alarm, respectively, are given in 
case of mains supply or local battery failure. 










Directory Information Bureau—Shanghai 


By MISS L. A. E. MANN 
Service Superintendent, Traffic Department, Shanghai Telephone Company 


This article gives an outline of the development and operation of the bi-lingual 
Centralised Directory Information Bureau in Shanghai and indicates some unusual 
problems encountered in the operation of the Bureau. 


1. Introduction 
Shanghai is divided into three areas: 


a) The International Settlement, comprising an 
area of approximately 8.75 square miles with 
a population of about 72,000 foreigners (non- 
Chinese) and 23 million Chinese. Contiguous 
to the International Settlement are two zones 
known as ‘‘Extra Settlement’ or ‘Outside 
Roads’ Areas.”’ 

The French Concession, covering an area of 
approximately 3.94 square miles with a popu- 
lation of about 35,000 foreigners and about 
13 million Chinese. 

Greater Shanghai, comprising the adjacent 
areas of Chapei, Civic Centre, Nantao and 
Pootung. 


The Shanghai Company provides telephone 
service in the first two areas mentioned, including 
portions of the Outside Roads Area. Another 
Company, the Central China Telecommunica- 
tions Company, furnishes service for greater 
Shanghai, intercommunication facilities between 
the two systems being provided. 

Prior to 1930, when the Shanghai Mutual 
Telephone Company was merged into the Inter- 
national Telephone and Telegraph System as the 
‘Shanghai Telephone Company,’ operation was 
largely on a local battery basis. A description of 
the conversion to automatic operation has been 
published.! The Shanghai Telephone Company 
now has in operation one common battery and 
seven full automatic central offices of the No. 7-A 
Rotary type, approximately 60,100 exchange 
lines and 93,400 stations being connected to the 
system at the end of August, 1941. 

Shanghai is an extremely cosmopolitan city 
with nationals of almost every country in the 


1“The Reconstruction of the Shanghai Telephone Sys- 
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world residing within its confines and, conse- 
quently, a great variety of languages is spoken. 
The two principal languages—those in which the 
Shanghai Telephone Company contracts to give 
service to its subscribers—are Chinese and Eng- 


lish. 


2. History of the Information Bureau 


Just over ten years ago, each central office 
had its own ‘enquiry’ bureau, maintained its own 
set of information records covering the entire 
system, and dealt with all ‘enquiries’ originated 
by subscribers connected to that particular office. 
In each office three types of records were main- 
tained, consisting of complete lists of subscribers 
in alphabetical (name), street and numerical 
(telephone number) order. The English and 
Chinese Alphabetical records comprised specially 
bound copies of the current directories with 
alternate sheets of blank paper on which amend- 
ments were recorded in manuscript facing the 
position they would occupy if printed in the 
standard copy, disconnections being crossed out 
on the printed pages. The Numerical and Street 
records, in English only, were contained in 
drawer files and gave the same information as 
the alphabetical records but in telephone number 
and street order respectively. To obtain access to 
the ‘Enquiry’ operators, foreign (non-Chinese) 
subscribers were instructed to call ‘499’ and 
Chinese subscribers ‘599.’ The majority of calls, 
however, were received via ‘499,’ possibly be- 
cause it was a much better known number since 
it had been in existence almost as long as the 
Telephone Company, and because many Chinese 
seemed to prefer dealing with the ‘foreign’ 
bureau. 

At the beginning of 1930, in anticipation of the 
conversion to automatic, the ‘Enquiry’ service 
was centralised. Several of the existing English 
and Chinese Alphabetical records and one set of 
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Fig. 1—Sketch Map of Shanghat. 


Street records were utilised, while a new Numer- 
ical file was developed. This contained one card 
for each central office line, the cards being ap- 
proximately 3} by 23 inches in size and filed in 
open steel trays on a special table which, together 
with the Street records, was located a few feet 
behind the suite of operating desks. Since it was 
not practicable to have the operators leave their 
positions to refer to these records, a number of 
‘small boy’ messengers were provided. Thus, a 
subscriber wishing to make an ‘enquiry’ called 
‘499,’ where the call was transferred to the cen- 
tralised ‘Enquiry’ operators. If the enquiry was 
of an alphabetical nature, that is, if the caller 
required the telephone number for a particular 
name, the operator furnished it by direct refer- 
ence to one of the special directories. If, however, 
the caller required the name of the subscriber 
owning a specified telephone number, or the 
telephone number of a certain address, the oper- 
ator requested a ‘small boy’ to procure the appro- 
priate card or tray, from which the required 


information was obtained and relayed to the 
caller, the card or tray thereafter being returned 
to its proper place by the ‘small boy.’ 

This operating procedure was a definite ad- 
vance on the previous decentralised scheme, but 
with the conversion of the system to automatic 
operation it was necessary to provide a more 
rapid and less cumbersome method of dealing 
with information calls. It was therefore decided 
to provide one centralised information bureau 
to serve the entire city and to adopt the rotary 
file type of information records, so that the re- 
ceiving operator could give the required informa- 
tion direct to the caller. 

A rotary file, as the name suggests, consists of 
a drum which is mounted on a vertical axis 
around which it can be rotated in either direc- 
tion. Each drum contains a number of varying 
size and capacity frames which can easily be 
removed from the drum as required, the number 
of such frames on each drum depending on local 
requirements. Drums can be mounted singly or 
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one above the other but operating independently. 
Each of the drums used in the Shantelco C.1I.B. 
contains 450 frames, each of which is 6 inches 
wide by 12{ inches high. Moveable index tabs 
are associated with each frame so that adequate 
indexing can be provided to facilitate reference. 
The directory information is recorded on flexoline 
strips, usually referred to as inserts; these inserts 
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are supplied in sheet form and in suitable widths 
for various sized frames, each insert being 
‘scored’ so that it can be easily detached. Hence 
it is possible to file the inserts in any order 
required, and amendments, deletions or addi- 
tions can be quickly effected. The sheets of 
flexoline inserts used by Shantelco measure 6 
inches in width and contain 42 inserts per sheet. 





Fig. 2—Two Views of Shanghai 
Telephone Company Central Infor- 
mation Bureau. 
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In September, 1931, the present C.I.B. was 
brought into operation, ‘09’ being allocated as 
the ‘Information’ number. Until March, 1932, 
when the conversion of the system to automatic 
operation was completed, both information bu- 
reaus functioned, the old one continuing to take 
care of ‘enquiries’ from manual subscribers via 
‘499,’ whilst the new one handled ‘information’ 
calls from automatic subscribers via ‘09.’ In the 
new C.I.B., the location of the information 
records was such that each operator had easy 
access to all records. English Alphabetical, Street 
and Numerical information was furnished from 
rotary files, whilst Chinese Alphabetical informa- 
tion was still supplied from the special inter- 
leaved directories. Towards the end of 1932 the 
increase in the number of information calls from 
Chinese subscribers, and the difficulty of accu- 
rately maintaining the special directories, neces- 
sitated the development of some other form of 
Chinese alphabetical reference; Chinese alpha- 
betical rotary files accordingly were brought into 
operation early in 1933. 

Considerable difficulty was encountered during 
the planning of these files due to the fact that 
no ‘Chinese Character’ typewriting machines 
could be found to type the flexoline inserts satis- 
factorily; the only suitable alternative was to 
‘write’ the inserts, and this method was finally 
adopted and has proved satisfactory in all re- 
spects. While the Chinese language is usually 
read from top to bottom of a page and from 
right to left, the C.I.B. Chinese files follow the 
same layout as the English files, that is, with 
the address in the centre 


the 


the name on the left, 
and the telephone number on the right, 
latter being shown in romanised figures. 
With the development of the system and 
the consequently increasing demands upon the 
C.I.B., it became necessary in the interests of 
economic operation to cease supplying Numerical 
and Street information, since the continuance of 
these facilities would have necessitated an in- 
crease in the number of C.I.B. operating posi- 
tions and the purchase of additional rotary files. 
Furnishing Numerical information was therefore 
discontinued in December, 1932, and Street 
information June, 1934. However, 
ments were made with the Plant Department for 
supplying the Fire and Police Departments of 
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the International Settlement and French Con- 
cession with information concerning the name 
and address of a specified telephone number. 

Although Street information is no longer sup- 
plied to subscribers, in cases where the caller 
states that the matter is of great urgency, refer- 
ence is made by the C.I.B. forces to the ‘China 
Hong List’ which includes a certain amount of 
street information. Any information contained 
therein is given to the caller with a statement as 
to its source. 

The C.I.B. at present consists of five double- 
sided desks comprising ten operating positions 
and six complete directory information units in 
name order, three English and three Chinese, 
each unit consisting of two drums one above the 
other. Every operator has access to a complete 
English and Chinese unit. Two views of this 
C.I.B. are shown in Fig. 2. 
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Fig. 3—Frame Showing English Directory 
Information Listings. 
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3. Maintenance of Information Records 


In Shanghai, the English directory information 
is typed and filed in alphabetical order of names; 
Chinese listings are written and filed in ‘stroke’ 
sequence which may be regarded as the Chinese 
equivalent of the alphabet. The method of in- 
dexing the English files is to show the letter of 
the alphabet on an index tab at the beginning of 
the section referring to that letter; thereafter, 
the index tab bears the first three letters of ilie 
first and last names listed in the frame (Fig. 3). 
The method of indexing the Chinese files is 
somewhat different. The Chinese language has a 
large number of ‘characters,’ each of which is 
built up by a number of ‘strokes’; characters 
having from 1 to 27 strokes are most generally 
used in names. For reference purposes, all char- 
acters having the same number of strokes are 
grouped together, there being a varying number 
of characters in each group. There are, for ex- 
ample, two characters having one stroke, 55 
having 5 strokes and 15 having 21 strokes. The 
method of indexing is indicated in Fig. 4. The 
first index tab shows four characters having ten 
strokes, the centre tab indicates that the eleven 
stroke series is commencing, while the third tab 
shows the first character having eleven strokes. 
To facilitate reference to the files, an insert indi- 
cating the stroke series is filed at the top of each 
frame; also, an insert showing the change to the 
next stroke series is filed immediately above the 
first listing of that series. For example, the top 
insert of the sample frame reads ‘Stroke Ten’ 
while the eighth insert from the bottom reads 
‘Stroke Eleven.’ 

Information concerning connections, 
nections and changes is obtained from the No. 1 
copy of the Service Orders issued by the Business 
Office. Upon receipt of a connection order which 
affects directory listings, an insert is prepared 
for each directory unit and attached to the 
service order. Immediately the Plant Depart- 
ment notifies C.I.B. Records that the work is 
completed, the service order is extracted from the 
pending file and the inserts are filed in the rotary 
files, the information being available to callers 
within approximately five minutes after the com- 
pletion advice is received. In the case of dis- 
connections, the appropriate inserts are extracted 
from the rotary files immediately the advice of 


discon- 


FORMATION BUREAU 





at Pee 


- 


m 
Re AMOS 


* 
* 


33 bare a 
fe 
mie a 


+57 HORS 
= oe 


Fee eee 


2 SB PEs 


4 € aurea mh? ae 
#% F225 b es 
SAY KEMA 


“FT Les 
ae AE RS PAs. 
Yo We 4d 

« & X23 hig 


52320 


82829 
52320 


HERS woo k 
wip 


| TS IRIS 


FIGURE 4. 


Fig. 4—Frame Showing Chinese Directory 
Information Listings. 


completion is received. Incidentally, in normal 
times, approximately 80% of the total service 
orders issued by the Business Office affects direc- 
tory listings, whereas under the sub-normal con- 
ditions which at present prevail in Shanghai, 
only about 45% involves the C.I.B. files; this 
represents approximately 60 to 100 changes per 
day in each directory unit as against 130 to 220 
in normal times. 

As far as possible every effort is made to use 
only one strip for each listing, and to this end 
abbreviations have been developed and stand- 
ardised, these being used where necessary for 
specified words and streets; in addition, all words 
such as ‘The,’ ‘Road,’ ‘Street’ and ‘Avenue’ are 
eliminated. 

When maintaining the files, consideration also 
must be given to Directory requirements; for, 
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since 1934, the C.I.B. information records have 
served the printers for obtaining the information 
used in the compilation of the alphabetical sec- 
tions of the English and Chinese directories, the 
rotary file frames being photographed and the 
type set from the photographs. 

Every subscriber is entitled to one line in the 
directory free of charge but many subscribers 
require, and pay for, additional listings. Further- 
more, the amount of space allowed free to each 
subscriber for his directory listing is equal to 
51 printing spaces, while the strip used in the 
C.I.B. files has only 47 typing spaces. Thus, if it 
is necessary for a subscriber’s directory listing to 
occupy the full 51 spaces allowed, the C.I.B. 
must utilise two flexoline inserts for the rotary 
file listing. In order to meet both directory and 
rotary file requirements, therefore, the use of 
one strip in the files is not rigidly enforced, even 
when practicable through the use of abbrevia- 


tions. 


4. Development of Information Records 


In order to provide for expansion it is neces- 
sary to ascertain exactly how many inserts are 
used for each subscriber’s listings and from this 
knowledge compile what is known as a ‘double 
listing’ factor. The Shantelco ‘double listing’ 
factors, which have remained constant since 
October 1938, are 1.09 for the English files and 
.90 for the Chinese files, the latter figure being 
lower due to the fact that foreign residential 
listings are not shown in the Chinese records or 
directory, owing to the difficulty of accurate 
translation into Chinese. 

Further, due to the constant movement of 
subscribers, it is impracticable to fill each frame 
with inserts to its full capacity. In order to avoid 
unnecessary loss of time when new listings are 
being filed and to ensure speedy maintenance, it 
is therefore essential to determine the percentage 
of each frame which should normally be filled, 
this factor being known as the ‘percentage file 
fill.” Each of the frames has a capacity of 140 
flexoline inserts, 70 on each side, and various 
‘file fill’ factors have been experimented with; 
it has, however, been found that the most satis- 
factory figure is around 85%. Using this figure, 
the total working capacity of each directory 
unit is 107,000 inserts. Under present sub-normal 
conditions it would be practicable to work to a 


COMMUNICATION 











90% fill, thus increasing the total capacity of 
one directory unit to 113,400 inserts, but, pend- 
ing a clarification of the situation, no file fill 
adjustment has been made. 

These ‘file fill’ and ‘double listing’ factors are 
used in estimating the period over which a rotary 
file directory unit will serve, and are applied to 
the estimated number of exchange lines for the 
particular period under review. 

Thus, from reference to Table I, it will be 


TABLE I 
File Capacity in Relation to Exchange Lines 
File fill—85% 
asap nde. |) 109 english 
Double listing factors 0.90 Chinese 


. ‘ | Exchange Line Capacity 
No. of Drums | | . : - 
in a Directory | Insert Capacity — - — 


a English File | Chinese File 
Zz | 107,100 98,257 | 119,000 
3 160,650 147,385 178,500 
4 | 214,200 | 196,514 | 238,000 
5 | 267,750 | 245,642 | 297,500 


realised that under normal conditions, where 
English and Chinese language files are used and 
every operator has access to both complete sets 
of records, file development is governed to some 
extent by the number of listings which can be 
accommodated in the English file. Assuming a 
‘file fill’ factor of 85% and ‘double listing’ factors 
of 1.09 and .90 for English and Chinese files, 
respectively, the saturation point of one English 
directory information unit of two drums will 
therefore be reached when the system attains 
approximately 98,000 lines, and of three, four 
and five drum units when it reaches around 
147,000, 196,500 and 245,600 lines respectively. 
The same sized directory units would, however, 
accommodate Chinese listings for approximately 
119,000, 178,500, 238,000 and 297,500 exchange 
lines before saturation is reached. Furthermore, 
if directory records in only the English language 
were maintained it would be possible to use 
rotary files up to a ten drum unit (approximately 
491,000 exchange lines), every operator having 
access to a complete directory unit. 

When planning C.I.B. file development, the 
problem cannot be considered entirely from the 
file capacity point of view since the question of 
operating costs is also of vital importance. The 
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Fig. 5—Present and Possible Directory Information Bureau Layout Designs. 
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number of directory information units increases 
in proportion to the required number of operating 
positions, which in turn are governed primarily 
by the number of calls made to the information 
bureau per line per busy hour. These also are 
studied in relation to the operating time per call, 
that is, the time taken by the information oper- 
ator to ascertain the caller’s requirements and 
supply the required information. 

The calling rate tends to increase in relation 
to the time elapsed since the issuance of the 
directory, due to the increase in directory listing 
obsolescence. Records show that the amount of 
obsolescence varies from about 6% immediately 
after issuance to about 34% when the C.I.B. 
files are photographed for the next issue of the 
directory. The calling rate per line per busy 
hour for February, 1941, just prior to the issu- 
ance of the directory, was .00912, whilst the 
figure immediately after issuance was .00768. 
The present operating time for calls to C.I.B. is 
around 52 seconds; Chinese calls, which represent 
approximately 90% of the file references, take a 
little longer to handle than English calls. This 
is largely due to difficulty in obtaining the neces- 
sary details from Chinese subscribers, the oper- 
ator often having to ascertain first the number of 
‘strokes’ in the surname, some names being found 
under more than one ‘stroke’; for example, the 
name ‘Wong’ can be found under ‘strokes’ 4 and 
12. The operator frequently must also ascertain 
the number of ‘strokes’ in the given name or 
names and the manner of writing the characters 
before accurate information can be given to 
the caller. To a certain extent, however, infor- 
mation calls are answered by the operators from 
memory, that is, without reference to the files; 
roughly 22.5% of the Chinese, and 14% of the 
English calls, are so handled. 

Under existing world conditions it is extremely 
difficult to make forecasts but, so far as can be 
estimated from information at present available, 
it will probably be about 1946 before the system 
reaches 98,000 lines, at which time the existing 
two drum directory information units will prob- 
ably reach the saturation point. Nevertheless, a 
study of the problem of C.I.B. information file 
development was made during 1940, when three 
policies were given consideration: first, an exten- 
sion of the present full rotary system; second, 
rotaries for Chinese records and directories with 


daily addenda sheets for English records; and 
third, directories with daily addenda sheets for 
both English and Chinese records. In the latter 
two policies the daily addenda sheets would be 
supplied by the printer who would also have 
to issue periodic, probably bi-weekly or weekly, 
reprints of the directories for the use of the 
Information operators. The studies were made 
in collaboration with the Commercial Department 
Directory Section and disclosed that it would be 
desirable to continue with the full rotary system 
as long as possible, particularly since it provides 
such a satisfactory basis for the printing of the 
alphabetical sections of both directories. 
Reference to Table I, indicating the relation 
of file capacity to exchange lines, and to Fig. 5 
shows that, provided the ‘double listing’ factors 
and ‘file fill’ figures previously referred to remain 
constant, it would be possible, with a re-arrange- 
ment of the operating positions, to use rotary 
files until the system reaches around 245,000 
lines. From an operating cost aspect, however, 
it is doubtful whether the four and five drum 
directory units will ever be adopted in Shanghai. 
Assuming that they were adopted, any sub- 
sequent development would have to be taken 
care of by the introduction of the ‘filtering’ 
method of operating, under which the call is 
answered by one operator and distributed or 
filtered to a disengaged operator who has access 
to the appropriate section of the records. In this 
connection it should be mentioned that, while 
filtering economises in the number of information 
records required, the total time taken to supply 
information to subscribers is considerably in- 
creased due to the call being handled by two 
operators. Filtering is therefore usually deferred 
by most telephone concerns as long as possible, 
but at some period of system growth its intro- 
duction becomes economically desirable. When 
that time arrives in Shanghai, a scheme approxi- 
mating the layout shown in (d) of Fig. 5 would 
probably prove workable, the number of posi- 
tions and the breakdown of the information 
records depending entirely upon traffic conditions 
and forecasts at the time of its introduction. 


5. Problems Peculiar to Shanghai 


Most of the operating difficulties experienced 
in Shanghai involve language problems. Not 
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only is the variety of languages very great, in- 
cluding English spoken with innumerably dif- 
ferent accents, but there are also many dialects 
of the spoken Chinese language, though the 
written language is the same. While the ‘Shang- 
hai’ dialect predominates, the large numbers of 
natives from all over China residing in the city 
use many other dialects. All the Information 
operators are able to read and speak English and 
Chinese (Shanghai dialect) fluently and many 
are also able to speak Mandarin and Cantonese 
as well as other dialects. 

To facilitate intercommunication between the 
Shanghai Telephone Company and the Central 
China Telecommunications Company, all Shan- 
telco operators subsequent to the Sino-Japanese 
hostilities of 1937 were taught the numerals and 
operating expressions in Japanese. The operating 
and supervisory forces also include individuals 
who can speak Japanese, Russian, Portuguese, 
Polish, Filipino, French and German. 

Most telephone concerns undoubtedly are 
confronted to some extent with the problem of 
unnecessary calls made to the information bureau 
involving numbers correctly listed in the current 
issue of the directory. In Shanghai separate 
English and Chinese directories are printed, 
Chinese directories being issued to Chinese sub- 
scribers and English directories to subscribers of 
other nationalities; subscribers who desire copies 
of both directories can obtain them by payment 
of the specified charge. Records taken reveal 
that approximately 75% of the calls made to the 
C.I.B. are for numbers listed in the directories; 
this figure is probably higher than elsewhere and 
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is very largely due to language difficulties as will 
be seen from the following breakdown: 


a) Foreigner (non-Chinese) using a tele- 
phone belonging to a Chinese subscriber 
with only a Chinese directory available. 

b) Chinese using a telephone belonging to 
a foreigner with only an English direc- 
tory available 
Inability to read either directory 
Chinese calling for a non-Chinese resi- 
dence (not shown in the Chinese direc- 


21% 


28% 
5% 


6% 
Unable to find the name required— 
probably listed under some other name. 
Miscellaneous (Directory not at hand; 
cannot be bothered to look in Directory ; 
quicker to call ‘09,’ etc.) 


There does not appear to be any really satis- 
factory method of eliminating the enquiries men- 
tioned under (a) to (d), and, so far as the other 
two items are concerned, various operating pro- 
cedures intended to induce subscribers to use 
the directories have been tried out, but reduction 
in the number of enquiries was found to be small 
and more than offset by the increased time taken 
to deal with each call. In accordance with general 
practice, Shantelco makes no special charge for 
calls to the directory information bureau. While 
not directly revenue producing, directory infor- 
mation service, in addition to its intangible value 
from a ‘Good Public Relations’ aspect, does 
undoubtedly improve revenue by stimulating 
telephone usage, particularly in measured rate 
areas such as Shanghai. 








The Effect of Space Charge on the Potential and 


Electron Paths of Electron Beams 


By D. P. R. PETRIE, M.Sc. 
Standard Telephones and Cables, Ltd., London, England 


In this article the more important results of analyses of the effects of space charge in 
electron streams are collected from the existing literature and are presented in the form 
of curves and nomograms so that they can readily be applied to cases occurring in 
practice. The effects considered are: the space charge limited current in plane and 
cylindrical diodes; the minimum potential; maximum current and increase of transit 
time in the screen-anode region of tetrodes; the minimum potential, maximum current, 
velocity distribution and divergence of a long flat beam between parallel plates and 


of a long cylindrical beam in a tube. 


1. Introduction 


When an electron stream passes through an 
electrode system, the potential at any point is 
lower than that due to the electrodes themselves 
in the absence of current, owing to the surround- 
ing negative space charge. In practice, this de- 
pression of potential has three important effects: 


(a) The potential may drop to zero (the value at 
the cathode) at some point, forming a virtual 
cathode. Some electrons are brought to rest 
there, and return to the nearest positive 


electrode. 
(b) A beam which would be homogeneous in 
velocity is rendered inhomogeneous, be- 


cause the potential is depressed by different 
amounts in different parts of the beam. 

(c) Electric fields may be introduced, altering 
the electron paths; for example, a beam 
which would otherwise be parallel is caused 
to diverge by its own space charge. 


It is important for design purposes to be able 
to calculate the magnitude of these effects due 
to a given current in a given electrode system, 
but this is possible only in a few cases of simple 
geometry. Three cases have been treated at 
length in recent literature: 


(a) The screen-anode space of an infinite plane 
tetrode.! 

(6) A flat beam travelling between two parallel 
lateral plates.’ 

(c) Acylindrical beam travelling down a cylin- 
drical tube.* 





1 For references, see end of article. 


The examples given hereinafter indicate the 
usefulness of such calculations. In the case of a 
beam power tetrode, the depression of potential 
is utilised to suppress the passage of secondaries 
between screen and anode; in tubes utilising long 
focused beams, the space charge effects are detri- 
mental because divergence of the beam usually 
causes loss of current to various electrodes, while 
velocity inhomogeneity may cause loss of effi- 
ciency. 

In collecting the main results of the papers 
referred to above, the aim has been to present 
them in such a way that they can be applied to 
practical cases easily and quickly. The possi- 
bility of bringing all these results within the 
scope of a single paper is simplified by the uni- 
versal appearance in the analyses of a certain 
parameter, defined in the next section. 

For the sake of completeness, the case of the 
space-charge limited diode (plane and _ cylin- 
drical) has been included, this being the simplest 
system whose action is governed by space-charge. 


2. The Fundamental Parameter P 


It appears that all space-charge effects depend 
on a current density 7, assumed constant in space, 
a length a and a potential V in such a way that 
they can be expressed most conveniently in terms 
of a dimensionless parameter P, first introduced 
by Salzberg and Heaff,' and defined by: 


> | m\ "4 ae 
P=3ni (%) Var? (1) 


where e/m is the ratio of charge to mass of an 
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electron. If 7 is expressed in mA/cm~, a in cm, 


and V in volts: 


20.82!/2a 
P= * 


(2) 

This relation is shown in Fig. 1 by a nomogram 
connecting P/a, i and V, from which any one of 
the three quantities can be read off if the other 
two are given. 

We now pass on to the consideration of specific 
cases, showing how the various space charge 
effects are related to P. It is to be remembered, 
however, that, although P is always of the form 
given in equation (1), the meaning to be ascribed 
to i, V and a differs from case to case. 


3. The Space-Charge Limited Plane Diode 


Langmuir’s equation for the space-charge 
limited current through a plane diode is 


1 (2e\"2 Vaal? 
ae (=) P ’ (3) 


Mm, 





where 7, is the current density, V, the anode 
potential and / the cathode-anode distance. 
Taking the square root and rearranging: 


,(/m 1/4 1q'!7] 
37/2 (5) V24— Ls (4) 


This is identical with equation (1) if 


4 = 
a=!l « 
ee (5) 
P71 


Hence, if any two of the ‘quantities 7, Va, 1// 
are known, the nomogram at once gives the third, 
in accordance with equation (3). 


4. The Space-Charge Limited Cylindrical 
Diode 


Langmuir’s equation in this case is 


2 /2e\!2 V3! 
1=5 (=) rap? ’ (6) 


where J is the current per unit axial length, V, is 
the anode potential, 7, the anode radius, and 8 
the well-known function of 7,/r, tabulated by 
Langmuir, 7. being the cathode radius. If 7, is 
the current density at the cathode surface, 


I 1 (=)" V 2/2 


4 = = a 
©“ Qar. 94\m) rer B 





(7) 























Fig. 2—Cylindrical Diode. Relation between the parameter P 
and the ratio of the anode radius to the cathode radius ra/re. 


This is clearly identical with equation (1) if 


=. 


rua 
Ya 


1 Yo 1/2 
a(r) 

P is thus a function of 7,/r. only, and is repre- 
sented in Fig. 2. Hence, if any one of the four 
quantities 7,., Va, “a, %- is unknown, it may be 
determined by the nomogram in ‘conjunction 
with Fig. 2. 


(8) 


hy 8 
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5. Screen-Anode Region of an Infinite Plane 
Tetrode 


Assuming the screen to be infinitely fine, the 
potential distribution between screen and anode 
is linear in the absence of space charge. If current 
passes through the screen to the anode, the space 
charge has two important effects: first, it lowers 
the potential in the space, and may form a po- 
tential minimum, or a virtual cathode; secondly, 
it increases the transit time from screen to anode, 
because the velocity at all points is lower. These 
effects have been calculated by Salzberg and 
Haeff ! and will now be considered in turn. 


——————__— 











(a) The Minimum Potential and Maximum Cur- 
rent 


The equation given by Salzberg and Haeff for 
the minimum value of the potential between 
screen and anode is 


"Vis 1/2 44/2 Vix 1/2 
p=|1-(7) (142%) 
Va 1/2 Ve 1/2} 1/2 
+|(7) = 
Va 1/2 (<> 1/2 ‘ 
| ( 2 “ a |. (9) 


where V,, V,, and V» are the potentials at the 
anode, screen and potential minimum, respec- 
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tively, and P is defined by equation (1) provided 


V=V, 
1 =Density of current from screen sil 
- (10) 
anode | 


a =Screen-anode distance 


In Fig. 3, Vm/V, has been plotted against P for 
several values of V./V,. Thus, if 7, Va and V, 
are known, P may be read off from the nomo- 
gram, and hence the potential minimum obtained 
from Fig. 3. 

It will be noticed in Fig. 3 that, as P increases 
(due to increasing 2, for example), V, decreases 
more and more rapidly till each curve becomes 






































Fig. 3—Screen-Anode space of a tetrode. The upper curves show the variation of transit time T/To 
with P, the lower curves the variation of minimum potential V/V with P for several values of Va/ Vo 


its disappearance. 
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Fig. 4—Flat beam between plates. Variation of minimum potential V»,/Vo with P for several values 
of the ratio of beam thickness to distance between plates t/d. A virtual cathode forms at the circled points. 


vertical, conditions become unstable, and the 
potential minimum drops suddenly to zero, form- 
ing a virtual cathode. If P is then reduced, the 
virtual cathode persists for a time until another 
unstable point is reached when the potential 
minimum suddenly jumps up to the curve again. 
The vertical lines represent these sudden jumps 
in V,/V,, the arrows indicating whether upward 
or downward. For example, referring to the curve 
for V./V,=1.0, V/V, drops from 0.25 to zero 
at P=2v2 (=2.828) and jumps from zero to 
0.75 at P=2.0. The curves for V,/V, less than 
1.0 are of the same type. The curve for V,/V,=0 
degenerates into a short length of the P axis; 
when P is increased to 1.0, a potential minimum 
appears, and is also a virtual cathode. This per- 
sists until P is reduced to $v2 (=0.707). In the 
empty region on the left of the diagram, the 
potential is not sufficiently depressed to form a 
minimum. The value of P at which a virtual 
cathode forms can be used in Fig. 1 to read off 
the maximum current density that can be passed 
to the anode. 


(b) The Transit Time 


From equations (8a) and (11) of Salzberg and 
Haeff, the following equation can be deduced, 
relating to transit time T to the parameter P 


ana V,/'Va: 
7-1) (%)") 
7(n-)He | 


P= nce 
' ie} 


Ty is the transit time from screen to anode in the 
absence of space charge; that is, 


(11) 


= a 
Io=-, 
v 


BO iis Sete 
where v= () (V,*?4- V4?) 
=average velocity in absence of 
space charge. 
In Fig. 3, T/T is plotted against P for several 
values of V,/V,, P being read off from the nomo- 
gram, with the definitions (10). It will be noticed 
that T/T») reaches the value 1.5 when a virtual 
cathode sets in, whatever the value of Va/V,. 
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Fig. 5—Flat beam between plates. Distribution of velocity across beam for various values of Vm] Vo 
and P. For explanation see section 6(b). 
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6. Long Flat Beam Between Two Lateral 
Plane Electrodes 


A beam of width #, infinite in length and depth, 
travels centrally between and parallel to two 
infinite plates, separated by a distance d. The 
effects of the space charge are: 


(a) The potential in the space between the plates 
is lower than the potential applied to the 
plates, and is a minimum on the central 
plane of symmetry of the beam. For a certain 
current density, a virtual cathode may form, 
and there is thus an upper limit to the cur- 
rent which can be passed. 

The beam is inhomogeneous in velocity, the 
outer parts travelling more rapidly than the 
centre. 

(c) There is a lateral field between the beam and 
plates, which causes the beam to diverge. 


The first two effects have been calculated by 
Haeff,? while the third may easily be deduced 
from his equations. 


(a) Minimum Potential and Maximum Current 


From Haeff’s equations, V,,/Vo has been calcu- 
lated in terms of his function F, V,, being the 
minimum potential, and V»> the potential on the 
plates. Haeff’s function F is connected with P 
by the simple relation 

4Ft 


P==—, 


q (12) 


provided in equation (1) 


7 =i, the current density in the beam 
V= Vo, the applied potential i 
a =t, the beam thickness | 


(13) 


In Fig. 4, Vm/Vo is plotted against P for several 
values of the ratio t/d. As P increases V»/Vo 
decreases until each curve becomes vertical, con- 
ditions become unstable, and V,, drops suddenly 
to zero forming a virtual cathode. The value of 
P at which this happens can be used, with the 
known V, and ¢, to read off from the nomogram 
the maximum current density that can be passed. 


(b) Inhomogeneity of the Beam 


This is represented by plotting the electron 
velocity against x, the transverse distance from 
the centre of the beam. The velocity depends 
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Fig. 6—Flat beam between plates. Variation of divergence 
function t-6t/L? with P for several values of t/d according to 
equation (17). 


also on P and ¢t/d, but these quantities enter into 
the equations in such a way that, by choosing 
V»/Vo as a parameter, the number of parameters 
is reduced, and the graphical representation is 
simplified. The velocity is then of the form 


2 a(t Ye), 


Vo Ts Vo 


where v is the velocity at a distance x from the 
axis, and vp is the velocity corresponding to the 
applied potential Vo. The function f cannot be 
written down explicitly, but has been calculated 
numerically from Haeff’s equations for the po- 
tential distribution. 

In Fig. 5, v/v0 is plotted against Px/t for several 
values of V»,/Vo. A scale of V/Vo=v?/v,? is also 
given on the right hand side in case the potential 
distribution across the beam is required. 

The set of lines in the lower part of the diagram 
is intended to derive a scale of 2x/t from the 
scale of Px/t. If a straight-edge is placed hori- 
zontally at the appropriate value of P on the 
left vertical scale, the ten lines will mark off on 
it a linear scale of 2x/t from 0 to 1. Using this as 
the abscissa scale, the curves in the upper part 
of the diagram become velocity distribution 
curves: v/vo against 2x/t. Since 2x/t is also the 
fraction of the total beam current which lies 
between x and —x, one can read off directly the 
fraction of the total current having velocities 
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between two specified limits, v;/vp and v/v; it is 
the interval on the appropriate 2x/t scale between 
the values 2x,/t and 2x./t corresponding to 2/20 
and v/v. 


(c) Divergence of the Beam 


Since the potential V, at the edge of the beam 
is less than the applied potential Vo, the electrons 
at the edge of the beam are in a transverse field 
of value 
2(Vo— Va) 


anne — d-t ’ 


(14) 
which accelerates them towards the side plates. 
The increase in width of the beam 6¢ is easily 
calculated if 6t/t is small enough not to alter the 
current density and transverse field appreciably 
over the length of the beam considered. 

The transverse acceleration of an electron at 
the edge of the beam is e#/m and hence, if the 
beam is initially parallel, the transverse displace- 
ment is given by 

ai (15) 
T being the time taken by an electron to travel 
a length Z of the beam. Since the axial velocity 
is assumed constant and corresponds to the po- 
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, L is given by 


7 \ 1/2 
es ee :) r 
Mm 


Elimination of T between (15) and (16) leads to 
the equation 


tential V, 


(16) 


(17) 


V./Vo can be calculated numerically from Haeff’s 
equations for given values of P and ¢/d. In Fig. 6, 
t-dt/L? is plotted against P for several values of 
t/d and thus the divergence 6t can easily be calcu- 
lated when P has been obtained from the nomo- 
gram of Fig. 1. 


7. Cylindrical Beam in a Tube 


This case is the axially symmetrical analogue 
of the preceding one. A cylindrical beam of 
radius p passes down a coaxial cylindrical tube 
of radius R, the length of the beam and tube 
being large compared with their radii. The prin- 
cipal space charge effects are: 


(a) On the axis of the beam the potential is a 
minimum; and, if the current is great enough, 
may drop to zero, forming a virtual cathode. 
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Fig. 7—Cylindrical beam in tube. Variation of minimum potential Vn/Vo with P/a for several values 
of the ratio of beam radius to tube radius p/R. A virtual cathode forms at the circled points. 
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The current then stops passing down the 
tube, and instead drifts radially to the tube. 
The beam is inhomogeneous in velocity, the 
outer parts travelling more rapidly than the 
centre. 

There is a radial field acting on the outer 
electrons, causing the beam to diverge. 


These effects have been calculated by Smith and 
Hartman.’ 


(a) Minimum Potential and Maximum Current 


If V, is the minimum potential, and Vo the 
potential on the tube, V,,/V» has been calculated 
from the equations of Smith and Hartman in 
terms of their function w, which is connected 
with P by the relation 


) 
E ra * 


provided in equation (1) 


(18) 


=T, the total beam current | 
V=V», the applied potential | 


(19) 


It will be noted that in this case a has no inde- 
pendent significance, P/a occurring as a single 
parameter, and that, in finding it from the nomo- 
gram, the total beam current is used, not the 
current density. 

In Fig. 7, V,,/Vo is plotted against P/a for 
several values of p/R. The curves are qualita- 
tively similar to those of Fig. 4 for flat beams, and 
each indicates the formation of a virtual cathode 
at a certain maximum value of P/a. Using this 
value of P/a, the maximum current which can 
be passed at any given potential can be read off 
from the nomogram. 


(b) Inhomogeneity of the Beam 


This is best represented by plotting the elec- 
tron velocity against (r/p)? where 7 is a radial co- 
ordinate measured from the central axis. The 
velocity depends also on P/a and p/R, but, as in 
the case of flat beams, the number of parameters 
is reduced by choosing V,,/Vo as a parameter. 
The velocity is then found to be of the form 


v Poy Te 
Yo =f(F-.2), 


where v is the velocity at a radius 7, and vp» the 
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velocity corresponding to the applied potential 
Vo. The function f has been calculated numer- 
ically from the equations of Smith and Hartman, 
and the result is shown in Fig. 8, where v/vo is 
plotted against (P/a-r/p)*? for several values of 
Vn/Vo. A scale of V/Vo=v"/v0? is also given on 
the right hand side. 

The set of parabolae in the lower part of the 
diagram serves to derive a scale of (r/p)? from 
the scale of (P/a-r/p)?. If a straight-edge is placed 
horizontally at the appropriate value of P on 
the left vertical scale, the ten curves mark off 
on it a linear scale of (r/p)? from 0 to 1. The 
quantity (r/p)? is also the fraction of the total 
current which lies within a radius 7, and for this 
reason (r/p)? was chosen in preference to 7/p as 
the abscissa scale for the velocity distribution 
curves. It is thus possible to read off directly the 
fraction of the total current having velocities 
between two specified limits, v:/70 and v2/v9; it is 
the interval on the appropriate (7/p)? scale be- 
tween the values corresponding to 2;/v9 and v/v. 


(c) Divergence of the Beam 


Equation (18) of Smith and Hartman gives 
the divergence provided it is so small that the 
longitudinal velocity and radial field do not alter 
appreciably over the length of the beam. If the 
initial radius of the beam p increases to p’ over a 
length L of the beam, the equation is of the form 


(log p’/p)'/? 
Lp (= *) : e*dx. 
p a ' 


This is represented in Fig. 9 by 
nomogram in conjunction with a family of curves. 
The left scale of the nomogram represents L/p, 
and the right scale the divergence p’/p. The 
middle scale represents the function F(P/a, p/R) 
which itself has no particular physical signifi- 
cance and is therefore graduated in arbitrary 
units, but has been calculated in terms of P/a 
and p/R from the equations of Smith and Hart- 
man. 

The family of curves relates F to P/a for 
several values of p/R. Thus the procedure is as 
follows: Given I and Vo, P/a can be read off 
from Fig. 1. Choosing the appropriate curve in 
Fig. 9, this value of P/a gives a point on the 
F scale. If a straight-edge is placed across the 
nomogram so as to pass through this point, it 


(20) 


means of 
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to know what factor limits the current in the 
beam and what the maximum current is. In all 
. cases likely to occur in practice, the divergence 
8. Conclusion of the beam (if not prevented) sets a limit to the 
permissible current. If, however, the divergence 
can be rendered innocuous, a much larger current 


will mark off a pair of corresponding values of 
L/p and p'/p. 


In designing devices employing long parallel 
beams, either flat or cylindrical, it is important 



























































Fig. 8—Cylindrical beam in tube. Distribution of velocity and potential across beam for various 
values of Vm/Vo and P/a. For explanation see section 7(b). 
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can be allowed before another limit is set by the 
formation of a virtual cathode. For example, a 
cylindrical beam has a length five times its 
diameter, and its diameter is 0.8 that of the 
surrounding tube; if a 10% increase in diameter 
can be tolerated, Fig. 9 shows that P/a=0.25, 
which, from Fig. 1, corresponds to a beam current 
of 4.5 mA at 1,000 volts. If the divergence is 





prevented, Fig. 7 shows that a virtual cathode 
will form when P/a=3.04, corresponding to a 
current of 700 mA at 1,000 volts. The divergence 
may be prevented by an adequate longitudinal 
magnetic field. On the other hand, a beam of 
positive ions travelling in the opposite direction 
to the electron beam, and coincident with it, 
by neutralising the space charge, will prevent 
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Fig. 9—Cylindrical beam in tube. Nomogram connecting divergence p'/p, ratio of length to radius of 
beam L/p, and function F (central scale) which ts related to P/a by curves for several values of p/R. 
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both divergence and virtual cathode formation. 

An interesting distinction between cylinder 
and flat beams may be made here. 

In the case of cylindrical beams, the potential 
distribution (V/V» in terms of 7/p) depends on 
the ratio of the beam radius to the tube radius 
p/R, also on the applied potential Vp» and on the 
total current, but not on the actual radius of the 
tube. Thus in the above example, a current of 
700 mA will form a virtual cathode whatever the 
radius of the tube is, so long as p/R and Vp» are 
constant. Similarly, a smaller current will pro- 
duce a minimum potential V,,/Vo independent 
of the tube radius. The divergence p’/p is inde- 
pendent of the tube radius if p/R, Vo, L/p, and 
the current are constant; but if Z is kept constant 
instead of L/p, the statement is true if the current 
density is constant, not the current. 

In the case of flat beams, the potential dis- 
tribution (V/V in terms of x/t) depends on the 
ratio of the beam width to the distance between 
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the plates ¢t/d, on the applied potential Vo and 
on the product 7zf*, 7 being the current density. 
In place of zf we can write Jt, where J is the 
current per unit depth. Thus if ¢/d and Vo are 
fixed, a definite value of Jt will give rise to a 
virtual cathode, and hence the closer the plates 
the greater the current per unit depth that can 
be passed. If Vo and ¢/d are fixed, the divergence 
6t/t depends on the product Jt (approximately 
proportional for small divergences) if L/t is con- 
stant; but, if Z is kept constant, 6¢/t depends on 
the current density 7 (again approximately pro- 
portional) and is otherwise independent of the 
thickness ¢. 


1 “Effects of Space Charge in the Grid-Anode Region of 
Vacuum Tubes,” by B. Salzberg and A. V. Haeff, R. C. A. 
Review, January, 1938. 

2 “Space-Charge Effects in Electron Beams,’ by A. V. 
Haeff, Proceedings of the I. R. E., September, 1939. 

3“Formation and Maintenance of Electron and Ion 
Beams,” by L. P. Smith and P. L. Hartman, Journal of 
Applied Physics, March, 1940. 





Theory of the Magnetron * 


By LEON BRILLOUIN 


1. Introduction—General Observations on 
the Part Played by the Magnetic Field 


OLLOWING Hull’s original work on mag- 
netrons, a large number of theories have 
been formulated; the majority, however, 

appear inadequate or inexact. Certain authors 
considered the electronic motion whilst neglecting 
the space charge; others, the space charge com- 
puted by Langmuir for a diode without a mag- 
netic field. Such studies necessarily are highly 
inaccurate since a powerful magnetic field con- 
siderably modifies the electronic paths and, 
consequently, the space charge. Contrariwise, 
authors who have endeavoured to evaluate the 
space charge in the presence of a magnetic field 
do not appear to have provided practicable 
solutions. It therefore appears necessary to con- 
sider the problem afresh and to compute directly 
both the space charge and the potential distri- 
butions in the magnetron; without these essential 
data, the development of a coherent theory is 
impossible. 

Larmor’s theorem! cannot be applied to the 
magnetron since it is invalid unless the rotation 
produced by the magnetic field be extremely low 
and is, therefore, of negligible interest in con- 
nection with the present study. Actually the 
theorem is applicable only where the magnetic 
field does not appreciably modify the anode 
current. 

A more comprehensive theory, on the other 
hand, immediately yields an important result. 
It is known that, in the presence of a magnetic 
field, the definition of the components of the 
momentum must be modified (in non-relative 
mechanics, valid for low speeds) such that: 


py=mr,+eA,; se+ (1) 


where m is the electron mass, e its charge (nega- 
tive) and A,, A,, --- components of the potential 
vector. Assuming a constant magnetic field H, 


* Paper prepared in January, 1939, while the author 
was Consultant for Laboratoires Le Matériel Télé- 
phonique, Paris, France. Since then the author has dis- 
cussed the conditions of oscillation in magnetrons: vide 
Physical Review, Vol. 60, No. 5, pp. 385-396, September, 
1941. 

1 For the classical theories, see: L. Brillouin, ‘‘l’Atome de 
Bohr,” Presses Universitaires, Paris 1931, p. 107, 124, 134. 


pr=mv,+eA;; 


directed towards Oz, the potential vector is 
written: 
A,=—tuoHy; <Ay=tuclx; <A.z=0; (2) 


uo being the magnetic permeability in vacuum. If, 
also, the electric forces present a cylindrical 
symmetry with respect to Oz, a theorem of 
conservation of the moment of momentum in the 
plane xy is applicable: 
J =pyx—ypz=C, 

which gives 

J =m(xv,— vor) +3 moeHr? = C. (3) 


This means that the angular velocity 6 around 
the axis Oz is completely defined by the condition 


J=mré+; pwoeHr? = C, 


0=wn——, 
7? 


. (4) 
wn= —3zuo — H, 
m 


where C’ is a constant determined by the initial 
conditions, and w, Larmor’s velocity of rotation, 
which reappears here in rigorous form. The 
result (4) will be found again in the equations of 
movement. It is well known from Hull’s work but 
it seems useful to establish its relationship with 
the general theorem (1) on the definition of 
moments. 

To determine the orders of magnitude: if /7 be 
measured in gausses whilst all the equations are 
written in E.S.C.G.S. units, it is necessary to 
take: 

c= 310" (velocity of light) ; on the other hand, 
——=+5.3-10'7 E.S.C.G.S. 

m 

since e is negative; then 
wy = 0.884-107/7, (5) 


which, for a field of 500 gausses, gives a rotation 
speed of 4.42 X 10°. 


2. Cylindrical Magnetron—Static Case 

The magnetron is assumed to consist of a 
filament of radius a and a cylindrical anode of 
radius R, the magnetic field H accurately 
paralleling the filament (axis Oz). It is assumed 
that electrons without appreciable speed are 
emitted from the filament, and that the electric 
field on the filament is zero provided the anode 
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current is below saturation; hypotheses which 
have both been generally accepted since they 
were formulated by Langmuir. Distribution of 
the cylindrical space charge can thus be obtained 
if the potential V is solely a function of r. The 
equations of movement follow 

| mé= —€ oUt muedylT = —e e * + woeyHl, 

: : (6) 
mij =—e i — poev, HH = —e _ © — motel. 

The static case, which will first be considered, is 
characterized by the fact that V does not depend 
on time. 

By multiplying the first equation of (6) by —y 
and the second by x, adding and integrating, the 
integral of the moment of momentum (3) and (4) 
are directly obtained. 

The constant C’ of (4) is determined by the fact 
that electrons are emitted without speed from the 
filament, such that 6 is zero for r=a; 


¢=on(1-5). (7) 


The Lorentz force, due to the magnetic field /7, 
does not influence the velocity since it is perpen- 
dicular to the latter. Energy conservation, ac- 
cordingly, may be written: 

dmv? +eV(r) =4m(72 +726) +eV(r) =C, 
and this new constant is zero if 
V(a)=0 on the filament; (8) 
hence 


Ge\e nee 
2 oot 4 = Vir) = C 
rP+wrr (1 4 7 J (r) 0. (9) 


The equations of movement, therefore, may be 
integrated directly from (7) and (9) without 
determining the potential distribution as a func- 
tion of r. 

In (9) one result is at once evident: since the 
velocity of rotation 6 is determined by the 
magnetic field, the kinetic energy at the distance 
r cannot be less than: 


: 
Le a’\? 

og hre— ent i~—} ; 
Zz 2 gy} 


however, if the potential V(r) does not suffice to 
give the electron greater kinetic energy, the 
radial velocity * is annulled and the current is 
interrupted. Consequently 


; 2 2\ 3 
r=0 -= Valr) =wnt*( 1%) - (10) 
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This is Hull’s limiting value of the potential V, at 
the distance 7, where the anode current is just cut 
off by the magnetic field. This limiting value 
Vo(r) is thus defined without the necessity of 
determining the distribution of the space charge 
or the potentials between the anode and cathode 
—a remarkable fact which discloses the possi- 
bility of finding the correct value of the critical 
potential V (7) without considering the space 
charge. 

Reverting to the equation of electron move- 
ment in polar co-ordinates 7, 6; for 6, the simple 
result of (7) has been derived; for 7, 

5 oV , - 

mi= —e = + yueHré+mre, (11) 

where the electric, Lorentz and centrifugal forces 

will be recognized. Replacing poefl by the 
equivalent expression —2mwy, it is found that 


: aV ; . 
mi = —e ap Mer O(2an — 8) 


, 


as ‘ a2\/ a 
ai nei pp ~mront(1—Z) (145) 


e = mwy*| r ¥ 
== — Monat 
or r 


£\ 5 
— 5] teV-+4mon'(e+%) |. 


(12) 


The radial acceleration # is accordingly governed 
by an apparent spherical potential function P(r): 


mi= 


4 
eP(r) =eV(r) + 4mon'(? -- 20+) 


=eV(r) +4mor?r(1 -S). (13) 

In the function P(r) a constant mwy’a? is 
added in order to reduce P(a) to zero on the 
filament r=a; thus the same function is made to 
appear as in the energy equation (9). A fact 
worthy of emphasis is the following: 

With the apparent potential P(r), the radial 
movement of the electron may be studied by 
means of equation (13) without considering the 
rotation 6 around the filament. These general 
results are valid in all cases either with or 
without spacial charge. 


3. Static Space Charge; Critical Potential 


To obtain a potential distribution in a static 
state, it is necessary to introduce the space 
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charge p(r), a function of the radius 7 and inde- 
pendent of time. Considering the cylindrical 
symmetry of the system: 


ava2e(rs) = —Arp, 


rv Or\” Or (14) 


(15) 

The current J, per unit length of filament, is a 
constant independent of 7; v, is taken from (9) 
and the following is obtained: 


S(t) 


I =2rnrpi,. 





: V(r) — ent (1 3, 


j —_ 
j_2 
\ n 
The conditions are the following: 


V(a)=0, on the filament, 


ov’ . 
) =0, no saturation. 
/ r=a 


= 17 

or (17) 

Since the non-linear equation (16) would re- 

quire detailed discussion, it is preferable to start 

with the simpler cases where the current I is zero. 
Two methods are available, according to (15): 


(A) p¥0, 
yielding 


v7;=0, 


2\2 
Vo(r) = “3. wnt (1 -) ? 


P(r) =0. 


(18) 


"Expression (18) completely satisfies the two 
limiting conditions of (17). 


(B) 


hence, 


p=0, v,~0; 


V(r) =B log r+C, (19) 


corresponding to a definitely electrostatic po- 
tential without space charge. 

Let us now examine the distributions of the 
charges and potential in a magnetron when the 
potential of the anode (7 = R) is rather low so that 
no current flows. 

The limiting case corresponding to the maxi- 
mum possible potential on the plate, with no 
current flowing, is obtained by taking 
(20) 


V(R)= > on R(1 “ )’ 
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which conforms with (18) or (10); 2¢ zs the critical 
potential. The density is not zero, but space 
charges are present throughout the medium 
between the filament and anode; equation (14) 
gives their value: 


2 4 
po(r) = a (1 +4) : 


2re 


(21) 


The radial velocity is zero throughout; the 
electrons follow circular trajectories, centred on 
the filament. The Lorentz and centrifugal forces 
are in exact equilibrium with the electrostatic 
force in equation (11), as is also evident from (13) 
since the distribution (20), (21) completely annuls 
P(r). 

In the case of a potential Vo(R) below the 
critical potential, there is obtained a charge 
distribution (21) from the filament (r=a) up to 
a certain cylinder 7=0); this particular form of 
distribution then stops abruptly; the potential 
distribution then continues in the form of a 
logarithmic potential (19). By formulating the 
continuity of the potential and of the field at the 
cylinder 6, the two constants B, C, may be 
determined by the conditions: 


—Fon't*(1 — Fj) =Blog b+C, 


ees »-5) aoe. 
a: a) 


3 (22) 


When the potential V(R) of the anode is pro- 
gressively lowered, the space charge is corre- 
spondingly restricted to a decreasing cylinder b 
around the filament; and, when V(R) is zero, the 
space charge disappears. 

These results may be explained somewhat 
differently : assume a magnetron of anode radius b 
surrounded by a second cylindrical electrode of 
radius R. With the above distribution, no current 


~P(r) 


Fig. 1—Critical Condition, I = 0. 
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passes to the anode }, and an electrostatic field of 
cylindrical symmetry exists between b and R; the 
anode 6 no longer carries any resultant charge 
because of the equality of the fields (22). It is 
thus possible to dispense with the intermediate 
anode 6 without disturbance of the field. 

Fig. 1 illustrates the case of critical potential 
V.(R); the different curves represent the space 
charge density po(r), the electrostatic potential 
V(r) and the apparent radial potential P(r). 


Fig. 3. 


Figs. 2 and 3 show the potential distribution of 
V(r) for various anode potentials lower than the 
critical value. The apparent potential energy of 
the electron is eP(r) or —eP(r), € designating the 
absolute value of an electron charge. Hence, 


—P(r)=Vo(r)— V(r), (23) 


according to (13) and (18). The behaviour of 
this function is easily described and is important 
to recognize inasmuch as the apparent energy P 
governs the electronic radial movements. 


MAGNETRON 


In the critical state (Fig. 1), —P is identically 
zero. The electrons of the cloud forming the 
space charge have no radial velocity; but, if some 
electrons are projected from the cathode into the 
filament-cathode region with low velocity 2,, 
these electrons will arrive at the anode with 
constant radial velocity v, unimpeded by any 
obstacle. 

The magnetron in the critical state is a system of 
zero internal resistance. This is confirmed in the 
following study of the non-zero current conditions. 

When the magnetron is below its critical state 
(Fig. 2 or 3), the apparent potential—P rises 
between 6 and R in front of the anode. If electrons 
are projected from the cathode with low radial 
velocity, they will reach 6 at their initial velocity ; 
there, however, they will encounter an impassable 
potential and will be reflected up to the cathode, 
returning from } toa with the velocity —v,. 

The general characteristics of the problem, 
simplified in accordance with section 2, are thus 
outlined. The critical distribution shown in Fig. 1 
seems to be exactly that described by Hull? ina 
brief note, for which he claims to have found good 
experimental evidence from space charge density 
measurements. 


4. Direct Current Condition Without Satu- 
ration 


Since the fundamental equation (16) has just 
been considered for the various cases where the 
current is nil, it is now desirable to determine the 
direct current conditions. Equation (16) will be 
transcribed, taking as the unknown function the 
apparent potential P(r) defined in (13) and (23) 
instead of the electrostatic potential V(r). 


a/aV\ 9a 2a 
(rE) = fr 3 [Po - Valr)| 
2m 1 
see Ref es 
\ e VP ’ 


replacing Vo(r) by its value (18): 


of oP) 


e P)" ar 
=—J] = (24) 


This equation is rigorous. A solution P(r) such 


2 Phys. Rev., t. 23 (1924), p. 112. 
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that conditions (17) will be satisfied on the 
filament yields: 


i 


P(a)=0, - 
Or 


) =0,onthe filament. (25) 
r=a 

The solution of (24) can only be derived 
approximately; two distinct regions must be 
considered as limiting cases: 


1. PROXIMITY TO FILAMENT 


The second member remains constant and, on 
the filament, P is nil; the term in brackets must 
therefore be infinite, and consequently 0?P/dr? is 
infinite. The required solution is of the type: 


P=A(r—a)", (26) 
which gives 
2mwy* 


: 2a+nA(r—a)"" 


AN(r—a)s*| 
2m 
aAn(n—1)(r—a)"? | =—TI i = 
+aAn(n=1)(r—a)"-*| =-1)/—% 
Taking n=4/3, the two first terms are zero, in 
view of the factor (y—a)"/*; the last term remains 
finite and it is found that: 


Pir) (2 (ray), ‘( -m)" r—a<i. (27) 
2\ a ph #€ 

This solution is valid only in the immediate 
vicinity of the cathode, while (ry—a) remains 
very small. At increasing distances from the 
cathode, account must be taken of the fact that 
dP /dr is no longer zero; and the magnetic term in 
wy must be dealt with. Let us first determine 
what happens at a short distance from the 
filament where the magnetic term still remains 
very small; the problem of the ordinary diode is 
re-encountered. 

The diode without a magnetic field has been 
dealt with by Langmuir; * the potentials V and P 
8 Phys. Rev., t. 2 (1913), p. 458. An approximate solution 
may be found: 

rai(-2)"onm sa 
it yields correct results for very small or very large r; the 
error is about 20°% near r=5a. 


y 


f a-25 to 8.75 y 25 


a 


B@ 0 0.045 0.116 0.2 0.275 0.405 
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are identical and equation (24) reduces to 


0 OP 2m 
eee. (28) 


For r>a, far from the filament, a solution is 
found in 7*/* and the complete solution may be 
written: 


P,= yo Ts r)29( _™) na (29) 


where 6 is a function of r/a, calculated by 
Langmuir. (See formula at foot of page.) 

Equation (29) presents the same structure as 
(27) and correspondence is thus established in the 
vicinity of the filament. The potential P is 
obtained by replacing 67 by (r—a)?/a. With 7 
close to a: 


ig (31) 


Comparison with (30) shows that this ap- 
proximation is valid only up to r=1.25a; that is, 
in the immediate vicinity of the filament. This 
indication gives the limit of validity of (27), 
which should be replaced by Langmuir’s equation 
(29) when distances beyond the immediate 
vicinity of the cathode are involved. 

Fig. 4 shows the shapes of the various curves. 
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Fig. 4—Diode without Magnetic Field—Langmuir Curve. 
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2. DISTANT FROM FILAMENT 


At a considerable distance from the filament 
the Langmuir equation gives low values for the 
term (0/dr)r(0P/dr); contrariwise, the magnetic 
term within the brackets of (24) increases indefi- 
nitely. A moment therefore arrives when this 
first term becomes preponderant. At the limit, 
the second term may be neglected and the first 
term kept. An asymptotic solution P,, valid at a 
great distance, is: 

(32) 


4\ —2 
P.(r)= —f ae (r+ ) ’ r>a 


2mant\ * 
It is now necessary to discuss the junction 
of these two extreme cases with a view to 
ascertaining the corresponding values of r and 
obtaining the form of function P(r). 
Comparing the equations, an 
—eI/mwy* appears, homogeneous to a certain 
length ZL squared; the following gives an indi- 
cation of the order of magnitude: 


expression 


< =5.3X10" (E.S.C.G.S.) 
I=3X10°J (J measured in milliamperes; J in 
E.S.C.G.S. units). 


Calculating wy, according to (5) and HZ in gausses: 


ee 


TB (33) 


ee 3 
MOH 
The role played by the characteristic length Z 
is very important and has now to be discussed. 
First the condition r>L must be satisfied in 
order to justify use of the solution (32); this 
necessitates: 


2 4 
0 r OPo _2mon (r+5). 





or or e ye 
Neglecting a, this condition reduces to 
PL. 


For weak fields, scarcely disturbing the diode, 
the length L is much greater than the dimensions 
of the bulb; if the field increases, however, the 
length Z decreases considerably to the order of 
magnitude of the interior dimension of the bulb 
and may even drop to very low values; for some 
hundreds of gausses. L is of the order of hun- 
dredths of mm. 
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The length Z then gives the magnitude of the 
distance where the Langmuir solution P; (always 
valid in the immediate vicinity of the filament) 
joins the solution P,, which is valid at a great 
distance. 

Taking, as a criterion of the distance of 
coincidence, the condition: 


Py(r)=P.(r), 
then 

1/3 
5 01g%r)e"( —™) ope 


2mwy4 


(+4 ) ". 8 


rs 
hence 


(35) 


a} 3 
9¢r(r+%.) = L', 


If the length Z is less than the diameter of the 
filament, the result is approximately 


96r (2a)? = L!; 


and if L is definitely greater than a, (35) reduces 
to 


jue, 


saya 
O72 1%. 3 


The curve representing the apparent potential 
P(r) is consequently known by the expressions 
P, (for r<L) and P, (for r>L); it can, in any 
case, be plotted approximately. Fig. 5 shows 


curves for various values of L between the 
cathode (r=a) and the anode (r= R). 

If the anode radius R is appreciably greater 
than the length L, the formula P,(R) of (32) 
gives the anode voltage (calculated from the 














critical voltage Vo(R); if, however, the length L 
is very great, the magnetic field being weak, 
Langmuir’s curve Pz is used. Fig. 6, accordingly, 
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Fig. 6— Magnetron Characteristic. 


shows the magnetron characteristic; the resist- 
ance 0V/dI is zero in the vicinity of the critical 
point (section 3). 

Reverting to the curves of Fig. 5, it should be 
noted that the electrons, after leaving the 
filament (r=a), first reach the Langmuir region 
and then travel towards r=L through a region of 
low apparent potential energy, thereafter re- 
bounding (approaching the anode) towards 
higher potential energies only slightly below the 
potential energy of the cathode. The expression 
—P(r) represents, but for the factor e, the 
apparent potential energy of the electrons, con- 
trolling their radial movements (equation 13). 
The speed of rotation around the filament is 
defined by (7). The curves — P(r) show that the 
electrons are accelerated from a to L and retarded 
from L to R. The space charge thus is increased 
in the second region; close to the filament, 
Langmuir’s space charge applies and, at a great 
distance, the constant space charge of (21) 
applies approximately: 

_ Meo” 
~ Ire 





r>L, p (36) 

A more detailed study would require calcula- 
tion of the junction of the curves in the region 
L. The following, however, is pertinent: 

The electronic paths start radially from the 
filament; they are slightly curved in the region 
r<L and then turn around the filament for r>Z, 
as shown in Fig. 7. This can be understood 
readily from the following considerations: Let 
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v, and vp be the radial and rotational compo- 
nents of electronic velocity; equations (15) and 
(7) yield: 

I =2nrpv, 


9 
‘i a- 
u=r0=ron(1—S). 


Instead of computing the ratio v,/ve, let us 
calculate 





Per L 
Povs 2ar*pun( 1 -%) 
* el = L? 
a r a a‘\ i a‘\’ 
man'r*(1—) (145) (P—a?)(145) 


po being the space charge density (21) in the 
region r>L. Neglecting the radius a of the 
cathode, as a first approximation, it is seen that 
the ratio pv,/pove equals 1 when r=L, which 
proves that v, and vp are of the same order of 
magnitude at a distance LZ from the filament. 


ANODE 





Fig. 7. 
5. Study of the Transition Region L 


The intermediate region may be studied either 
by proceeding from Langmuir’s solution Pz or 
from the magnetic solution P,. In any case a 
series of approximations will be obtained. 

Commencing with Langmuir’s distribution Pz, 
valid for wy nil, the solution is developed in the 


form 
a 


P=P,+aP,+a?P3,: oe a= ae OH”. (37) 
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The parameter a is assumed to be small. Intro- 
ducing this series into (24), a successive series of 
equations is derived by developing the radical 
VP in accordance with usual methods and 
assuming r>a; terms independent of a are: 


‘2 po im 
or r 


terms in @ are: 


ip Pi a —_— 
VP set (5. or re 


terms in a? are: 


r(LEAE rd 
, 8\P./ Jar ar ~ 

0 ¢4 
salr+er5 ar Pi)tors 


At the different orders, linear differential equa- 

tions with second member must always be 

solved, the general type being: 
0 20 2 


ap apt top P,=F,(r), 


P,|=0, 


(39) 


where F;(r) is a function which is known from the 
preceding approximations. Expression (39) 
based on the fact that the coefficient of P; is 
always 3P-!,(0/dr)r(0/dr)P1, which gives —2/9r 
when ¢ is greater than 10a, making it possible to 
insert 8B=1 in Langmuir’s equation (29). The 
second members F;, have the following values: 


F\=--r, 
F.=-3(5') 4 = hk 


Le ae or. Or 
iP 0 0 
alter? :) 


atte - P| 


— Pi 
~ 2P, 
al Se, 
 6r Pi, 


(40) 


The last transformation, in F2, is obtained with 
the aid of equation (39) in terms of P,. 

Equations (39), in general, admit solutions 
without the second member 


P;,, = ry +v2/3, 


such that the general solution without the second 
member is 


P,,=AyrV23+B,7—-V2/3, (41) 
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Fig. 8. 


which contains two arbitrary constants. It is 
necessary to add a particular solution P,; from 
the equation having the second member and to 
adjust the whole so as to satisfy the conditions 
imposed at the limit: P and dp/dr zero on the 
filament r=a. 

In fact, if particular solutions P;; of the 
equation with the second member be found of 
the form r*(n>1) satisfying the conditions im- 
posed, the step involving solutions without the 
second member can be omitted (41). 

For the first approximation, equation (39) 


becomes 
0 


cg or 


The particular solution is: 


© iis Grrr (42) 


fete aes 
P, 7 


For the second approximation: 


aa .  - ee 
Pa- Ps=G Pr 


"or Or 
27 e 1/3 pil 
“F(—in) ODF 
which may be resolved with a function 


2.17 
Fi 


(43) 


P,=Kr8, = K= (44) 
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Continuing the process step by step, the terms in 
aP, +a°P.--- of (37) give progressively the 
actual curve P starting with Langmuir’s ap- 
proximation for values of r between a and L. 

The second series of approximations in the 
region r>L proceeds from the magnetic solution 
P., (32). It appears in the form of a development 
in powers of 1/a: 


Po= +(—)4 , oa, «a Pi wy’, 
@OH/ ar- é 
1 1 p 
P=P.4— 0:4 Ost. (45) 
a a 


Introducing this expression in (24) and de- 
veloping in powers of 1/a: 


1 I Q» wr 2 
Na - sal I ) 


+505] - 0.( 24) + 10, (2r)'- } 


i8 (= \ +5 ees 
ar\ wr ao or ar 
1 4 9Qs \__ 7 [_2m 
Tha or |= Ve 
Regrouping: 
J, _G2/ eur)” 
le s( I 


ssh -ofe) eR) 
pie a ee 


ar? \ wHr, a'r Or Or 


ane 7 Eh an. (46) 


a'r Or 0 
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Separating the successive terms in 1/a, 1/a?---, 
there are obtained in terms of 1/a 


Q2=0 


in terms of 1/a? 


-3(*F°) alae) =° 


a= -8(4)', (47) 


etc.; the solution Q3; tends towards zero when r 
increases indefinitely; the limiting value P., of P 
at a great distance is thus derived in accordance 
with (45). 

In order to obtain a concept of the practical 
value of these developments, it is necessary to 


draw curves based on numerical values corre- 
sponding to types of magnetrons actually 
constructed. 

Such an attempt has been made with the 
following numerical data: 


cathode—radius a=0.005 cm, 
anode—radius R=0.1 cm, 
current J=7 milliamperes. 


The results of the calculations are shown in Fig. 
8. Abscissae are the ratios r/a of the radius r to 
the cathode radius a: they run from 1 to 3 and 
relate therefore only to the vicinity of the 
filament; the ratio R/a for the anode equals 20. 
As ordinates, the quantities —P have been 
chosen, and the conditions are the same as on 
Figs. 4 or 5. Langmuir’s curve P, gives the 
potential distribution near the filament, while the 
magnetic curve P,, yields the potential at greater 
distances. The curves P,, have been drawn for 
different values of L, corresponding to different 
magnetic fields; the corrections aPi+a*?P,2 to 
P, (37) have proved practically negligible. On 
the other hand, the Q» correction to P,, (45) must 
be taken into account and gives the dotted curves 
on Fig. 8; further terms Q3, Qs:-- would be 
necessary to join smoothly the two branches P; 
and P., near their intersection. 


6. Conclusions 


This study of the magnetron, in its static 
condition, has been pursued for the first time 
with strict regard to the influence of the space 
charge. 

The speed of rotation of the electrons around 
the filament results from the magnetic field (7); 
hence, an apparent radial potential P(r) may be 
defined, governing the radial movements of the 
electrons (13). This potential P(r), at distance 
(r), is equal to the real potential V(r) less the 
critical potential Vo(7), which would just prevent 
the electrons from reaching an anode placed at 
yr (23). The apparent potential P(r) may be 
studied methodically; in the vicinity of the 
filament, it approaches Langmuir’s result (eq. 29, 
diode without magnetic field); as the distance 
(33) becomes of the order of 

v=L= V ee 


mwny* 





sa Ar 





THEORY OF THE 


the potential P departs from Langmuir’s curve 
and then corresponds with a function P,(r) 
typical of the magnetron. Under certain con- 
ditions, in the region of correspondence (r=L), a 
maximum potential may be obtained such that 
the electronic energy eP = — |e|P is a minimum. 
The disposition of the apparent potential P in a 
magnetron under these conditions then becomes 
analogous to that found in a Barkhausen valve 
with a strongly positive grid and a moderate 


MAGNETRON 


anode potential. It is thus possible to foresee 
that, under prescribed conditions, oscillations 
could be maintained in the magnetron. 

The study of these oscillations is practicable 
but demands highly rigorous analysis. It would 
probably also be necessary to study the magne- 
tron when functioning at saturation. It should be 
emphasized that the saturated condition is con- 
ducive to obtaining maximum apparent po- 
tential P. 
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Police Radio in Mexico 


TWO-WAY police 
radio telephone sys- 
tem, serving an area 

of approximately fifty square 
miles, wasinaugurated Novem- 
ber 28, 1940 in Mexico City. 

The headquarters trans- 
mitter (XBLP) is installed in 
the ‘Caballero Alto” tower of 
Chapultepec Castle, on Cha- 
pultepec Hill, dominating the 
Valley of Mexico. A control 
system and a special PBX are 
located three miles away at 
Police Headquarters. Calls for 
patrol cars, routed through 
this PBX to the dispatchers, 
may be made from any point 
in the city by dialing 06. A 
second PBX serves Police 
Headquarters, police booths 
and street telephone boxes. 

The output of nine strategically located 28-A 
Receivers, connected by telephone lines, is 
brought to Police Headquarters. Messages are 
reproduced by a loudspeaker adjacent to the 
dispatchers. 





Right— Mobile Equipment Lined Up in Patio 
of Chapultepec Castle. It consists of twenty 
1941-model Buicks furnished with 228-A 
Mobile Radio equipment. The automobiles 
of the Chief of Police and the Governor of 
Mexico City are similarly equipped. 











Dispatchers’ Equipment and Dispatchers Who Control the Operations of the 
Radio Patrol. The various patrol sectors of the city are shown on a lighted map 
which also indicates the positions of patrol cars. 


The system was engineered and supplied by 
the International Standard Electric Corporation, 
New York. In view of its successful operation, 
resulting in marked crime reduction, it will be 
expanded in the near future. 













Left—Police Officer Operating Car 
Radio Equipment. 
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Left—Major Alvaro Basail, Chief of the Radio Patrol. Under his leadership the ‘‘Consejo Civico de 
Seguridad Publica,” by public subscription, acquired the funds necessary for the purchase of the Police 
Radio System. Right—Police Headquarters PBX With Twenty Trunks. 


Left—‘‘ Caballero Alto” Tower of Chapultepec Castle Showing Mast and Antenna of the Headquarters 

Radio Transmitter of the Mexico City Police’ Radio System. Right—16-B Ultra-Short Wave Radio 

Transmitter and 88-A Amplifier Installed in the Base of the Tower, ‘‘Caballero Alto,” of Chapultepec 
Castle. Output: 500 Watts. 














Selenium Rectifiers for Closely Regulated Voltages 


By J. E. YARMACK, S.B. in E.E. 


International Telephone & Radio Manufacturing Corporation, New York, N. Y. 


This article supplements a previous publication in this journal and describes 
novel applications of Selenium Rectifiers. The sections dealing with static and dynamic 
load characteristics of bridge connected Selenium Rectifiers, and easily attainable 
close voltage control, were published in the September 1941 issue of ELECTRONICS. 
An additional section discusses application of Selenium Rectifiers in another type 
of circuit now being widely used in automatic Battery Chargers; also, the application 
of these rectifiers in Battery Eliminators for telephone and telegraph services. 


ECTIFICATION of alternating current 

power to direct current power is be- 

coming increasingly common in the 
United States due to the prevalence of alternat- 
ing current mains supplies combined with stead- 
ily increasing direct current applications. Many 
types of equipment are employed to furnish 
direct current power, but the convenience, econ- 
omy and simplicity of Selenium Rectifiers make 
them almost indispensible for numerous applica- 
tions. In many cases the source of direct current 
must provide a substantially constant output 
voltage under varying load and power supply 
conditions, a type of service for which Selenium 
Rectifiers are ideally suited. 

The inherent static voltage regulation of Se- 
lenium Rectifiers is in the neighborhood of 10 to 
20 percent. Its exact value depends upon the 
degree and nature of loading, the type of rectifier 
circuit and the effective rectifying area of the 
Selenium Rectifier plates employed. Moreover, 
when required, measures can be adapted for 
achieving extremely close regulation of the order 
of 2 percent. Such a scheme is described in 
detail hereinafter. In designing Selenium Recti- 
fiers to give the required rectified current output, 
the engineer must select the proper size of plates 
and if necessary determine their number in par- 
allel to provide adequate current capacity, com- 
pute the alternating current voltage to be im- 
pressed on the rectifier elements and analyze 
various factors involved in the selected type of 
circuit, such as the character of the load, duty 
cycle, ambient temperature and cooling require- 
ments. 

1‘Selenium Rectifier Characteristics, Applications and 


Design Factors,’’ Carole A. Clarke, Electrical Communica- 
tion, Vol. 20, No. 1. 


Design of Selenium Rectifier 


The size and, when necessary, the number of 
rectifier plates in parallel are determined by ex- 
amination of ratings of all available selenium 
plates. The required alternating current voltage 
to be impressed upon the rectifier elements, Vac, 
is usually computed by the following formula: 


Vac=hi Vactkonv, (1) 
and the number of plates in series by the formula: 
n=1.1k, Vac/(Vp— 1.1 Rev) (2) 


where k, is the form factor, that is, the ratio of 
the effective or root-mean-square value 
of the wave to the average value of 
rectified voltage wave, 
Va. is the required direct current output 
voltage, 
ko is the circuit factor and is 2 for the 
single phase bridge circuit or 1 for the 
center tap circuit, 
l’, is the maximum safe permissible root- 
mean-square voltage per plate, and 
v is the voltage drop per Selenium Rec- 
tifier plate in root-mean-square values. 


The ten percent or 1.1 factor is the voltage varia- 
tion factor and is selected upon the designer’s 
consideration of possible alternating current in- 
put voltage fluctuations. 

The quantity v plays a most important role in 
the performance of the Selenium Rectifier and 
changes slightly during the first 10,000 hours of 
fully loaded service, after which it remains con- 
stant. Quantitatively, the voltage drop of the 
Selenium Rectifier plate may vary from 0.9 to 1.3 
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Fig. 1—Rectification Characteristics of Seven Basic 
Rectifier Plates. 


volts for the rated plate current. At ambient 
temperatures less than 35 degrees C., its value 
increases but at ambient temperatures higher 
than 35 degrees C. its value slightly decreases. 
For practical use in designing rectifiers the rela- 
tion of the quantity v to the arithmetical values 
of the rectifier output current have been deter- 
mined experimentally for seven basic sizes of 
selenium plates and are portrayed in Fig. 1. 

In designing the teletype rectifier unit (Figs. 
2, 3 and 4), capable of delivering a dual output 
of 6 amperes, 120 volts each, the No. 7 Selenium 
Rectifier plate, 43 inches in diameter and rated at 
4 amperes for the single phase bridge circuit, 
was selected inasmuch as it provides an ample 
safety factor for extended current rating. The 
safe maximum reverse voltage rating of this 
plate is 14 volts rms. Inasmuch as the complete 
circuit calls for a 14-volt drop between the out- 
put terminals of the rectifier and the output 
terminals of the unit, the alternating voltage 
into the rectifier can be computed by equation 
(1). Hence, on the basis of an operating plate 
rating for this case of only 3 amperes at 134 volts: 


Vae= (190 —2 X15 K0.3)/1.15 = 157 volts. 


The voltage regulation therefore is (157 —134)/ 
134=0.172 or 17.2 percent. 


RECTIFIERS 


Static and Dynamic Regulation 


In the application of rectifier equipment two 
types of output voltage regulation are of interest 
and must be considered when designing power 
supply units for various purposes. These are the 
static and dynamic regulation characteristics. 
The static regulation characteristic, the compu- 


Fig. 2—Teletype Rectifier Unit. (A) Metering and Switch- 
ing Panel. (B, C) Transformer Panels. (D, E) Rectifier and 
Filter Panels.* 


* Equipment illustrations in this article are published by 
courtesy of the Power Equipment Company, Detroit, 
Mich. 
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Fig. 3—Block Diagram of Teletype Rectifier of Fig. 2. 


tation of which is exemplified above, represents 
the relation of the rectifier output voltage to the 
output current and is plotted from D’Arsonval 
meter readings of the current and voltage for a 
series of steady-state conditions from no load to 
full load (Fig. 5). 

The dynamic regulation characteristic also 
represents the relation between the rectifier out- 
put voltage and current, but is obtained while 
keying or interrupting the load or a combination 
of loads at varying rates by measuring the instan- 
taneous voltage and current values (Fig. 6). 

The best method of measuring this type of 
regulation is with the oscillograph. Current and 
voltage values are photographed simultaneously 
with a 60-cps wave used for time calibration. 
Measurements of the ordinates of these char- 
acteristics provide instantaneous values from 
which the regulation may be computed. 

In certain applications of rectifiers, such as 
those in which the load is keyed, dynamic regu- 
lation may be of great importance. When several 


load circuits are operated from a common source 
it is usually important that none of the indi- 
vidual output circuits should interfere with any 
of the others. 

The variation in output voltage of a typical 
regulated circuit of the type described below, 
with a keyed load alone, and with the keyed 
load superimposed upon fixed loads of different 
values is shown in Fig. 6. It will be noted that 
the voltage variation decreases with an increase 
in the magnitude of the fixed load. Fig. 5 shows 





Fig. 4—A Teletype Rectifier Showing Filter and Four 
Selenium Stacks Connected for Two Separate Bridge Units. 
Output is 6 Amperes at 120 Volts. 
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Fig. 5—Static Characteristics of 6-Ampere, 120-Volt Rectifier, 
Corrected by Regulating and Shunt Reactors. 
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Fig. 6—Dynamic Characteristics of 6-Ampere, 120-Volt 
Rectifier Under Three Different Load Conditions. 


the static regulation characteristics of the same 
type of rectifier from no load to full load. From 
these characteristics it can be seen that the regu- 
lation is less than 5 percent throughout the 
operating range even though the applied line 
voltage of 280 volts is in excess of the rated 
input voltage of 260 volts for the transformer tap 
used in making this test. 

The static voltage output characteristics of 
another rectifier under various ambient tem- 
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peratures are illustrated in Fig. 7, and a rear 
view of the rectifier is shown in Fig. 8. The output 
voltage, while lower at sub-zero temperatures 
than at normal room temperature, is neverthe- 
less remarkably constant throughout the rated 
current range. The four volt lower output voltage 
of this unit at minus 5° C. is due to increase of 
the v value. 

As compared to mercury vapor and gas filled 
hot cathode tube type rectifiers, Selenium Rec- 
tifiers have relatively high internal forward re- 
sistance. In order to apply dry plate rectifiers 
to devices requiring constant applied voltage, it 
is often necessary to provide means for com- 
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Fig. 7—Characteristics of Strowger Switch Rectifier: 0.75- 
Ampere Continuous, 1.75-Ampere Intermittent Load. 


Fig. 8—Rear View of Selenium Rectifier for Strowger Switch 
Operation. Characteristics are Given in Fig. 7. 
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Fig. 9—Schematic Showing Principle of Controlled Output 
Voltage by Regulating and Shunt Reactors. 


pensating for the internal resistance of the rec- 
tifier and for the transformer and filter reactor 
voltage drops by means of devices controlling 
the alternating current voltage applied to the 
rectifier. 

A large variety of methods of voltage regula- 
tion has been developed and used. Some of them 
are universally successful; others are effective 
only within a limited field. Certain types of regu- 
lating circuits use gas or vacuum tube character- 
istics while other circuits employ saturable reac- 
tors to accomplish the same purpose. The circuit 
illustrated in Fig. 9 and described here as an 
example of such compensation utilizes two iron 
core reactors to regulate the voltage applied to 
the rectifier and requires no rectifier elements 
other than the main or power ones.’ 


Circuit for Voltage Regulator 


In the simplified typical circuit of Fig. 9 the 
control elements consist of a direct current con- 
trolled saturable three-legged reactor and an 
alternating current controlled saturated reactor, 
each having a separate core with no magnetic 
relation to the other. These two reactors are so 
proportioned that, for the rectifier with which 
they are used, the output voltage is held within 
close limits from no load to full load despite line 
voltage variations. By proper design of the regu- 
lating coils it is possible to arrange a circuit to 
give either a rising, a flat, or a dropping static 
voltage characteristic. 

The basic circuit of Fig. 9 consists of a series 
reactance, A, and a shunt reactance, B, con- 


2U.S. Patent No. 2,182,666. 
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nected between the transformer secondary wind- 
ing, G, and the input terminals of the rectifier, 77. 
The value of the series impedance is controlled 
by two direct current windings, C and D, asso- 
ciated with the output circuit of the rectifier. 
One of the windings, D, is connected in series 
with the load circuit and the other winding, C, 
is connected in parallel with the load circuit. 
The amount of current that flows through the 
shunt direct current winding, C, is controlled by 
means of the variable resistor, E, in the circuit, 
permitting adjustment of the no load output 
voltage. Both direct current windings are con- 
nected additively. 

The shunt reactor, B, serves to increase the 
voltage drop in the series reactor, A, under light 
loads and thereby to reduce the voltage applied 
to the rectifier stack and to keep the light load 
voltage within the desired limits. Reactor B is 


Fig. 10—Telephone Battery Eliminator: 2.4 Ampere, 
17/24 Volt Rating. 
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Fig. 11—Performance Characieristics of the Telephone 
Battery Eliminator Illustrated in Fig. 10. 


also effective in compensating for line voltage 
variation. An increase in line voltage results in 
increased current in this coil and increased volt- 
age drop in reactor A, so that the voltage applied 
to the rectifier is held approximately constant. 

The series direct current winding, D, affects 
the output voltage characteristic under all load 
conditions and serves the purpose of lowering the 
impedance of the series alternating current wind- 
ing, A, as the output current increases by in- 
creasing saturation of the core of the regulating 
coil. The decrease in the series reactance causes 
a net increase in the alternating current voltage 
applied into the rectifying elements, thereby 
maintaining the output voltage relatively con- 
stant over the rated output current range. By 
selecting the proper tap on the winding, D, the 
shape of the characteristic can be varied over a 
wide range and can be made to give a higher 
voltage at heavy loads than at lighter loads. 

By increasing the number of turns in the 
direct current series winding, D, the reactance A 
may be decreased and the alternating current 
input voltage to the rectifying elements may be 
increased. This offers a convenient means of 
compensating for the increase in resistance of 
the rectifier stack or stacks that may take place 
as they reach their final condition upon full aging. 
The short circuited winding, F, usually pro- 
vided, serves the purpose of eliminating the 
pulsating fluxes, due to the unbalanced ampere- 
turns in the two halves of winding A, in the 
center leg of the three-legged regulating reactor. 

The alternating current taken by the rectifier 
stacks when the direct current load is discon- 
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nected stabilizes within one minute with the 
selenium type plates. This stabilization period 
with other types of dry plate rectifiers may be 
anywhere from a half hour to six hours and 
usually affects the light load portion of the output 
voltage characteristic. 


Battery Chargers and Eliminators 


The foregoing method of regulating the rec- 
tified output voltage frequently is adapted to 
automatic battery chargers and battery elimi- 
nators. Fig. 10 shows the telephone battery 
eliminator. The electric circuit of this unit is 
essentially the same as portrayed in Fig. 9 except 
that it utilizes a two section filter, comprising 
one pair of reactors and one pair of high capaci- 
tance condensers for the purpose of insuring a 
low hum level at the output. The ripple com- 
ponent at full load is less than 25 millivolis. 
The output voltage characteristics (Fig. 11) illus- 
trate the fact that, notwithstanding greater volt- 
age drop in component parts of the circuit, 
slightly higher output voltages can be obtained 


Fig. 12—Automatic Telephone Battery Charger 
Employing Relays. 
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as the current increases by suitable design and 
adjustment of the regulating reactors. 

Selenium Rectifiers also have proved useful as 
automatic telephone battery chargers. A view 
of such a charger is shown in Fig. 12; Fig. 13 
illustrates its electric circuit. An automatic bat- 
tery charger of this type’ is designed to maintain 
the battery potential between arbitrarily chosen 
values of 25 and 27 volts. As a rule batteries are 
continuously trickle charged and are given an 
occasional high rate charge. The normal or trickle 
charge rate is controlled by the rheostat A, 
manually adjusted to provide a charging current 
equal to the battery losses. The high rate charge, 
on the other hand, is controlled by the voltage 
relay B, the winding of which is connected in 
series with the rheostats C and D, permitting 
adjustment of the voltages at which the charge 
starts and stops. Normally the relay B is ener- 
gized and its contacts are open but, when the 
battery voltage falls to 25 volts, the contact 
points close and short circuit the trickle charge 
rheostat A and fixed resistor A’ through the 
operation of contactor A, thus increasing the 
rate of charge. At the same time the bi-metal 
strip begins to heat and in some two or three 
minutes closes the contact #, which in turn 
short circuits a portion of the relay control re- 
sistance, allowing the relay to pull up and open 
its contacts at 27 volts. By adjusting rheostats 
C and D, the battery terminal voltages can be 
maintained between any desired voltage limits. 


oe RECTIFIER 
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RHEOSTAT TO REGULATE 
TRICKLE CHARGE 


1 
CHARG! ; 


RELAY 1S NORMALLY PULLED UP 
WITH BATTERY TRICKLE CHARGED 


HIGH RATE CHARGE 


Fig. 13—Circuit of Automatic Battery Charger of Fig. 12. 


3U. S. Patent No. 2,229,432. 











Fig. 14—Telegraph Battery Eliminator Supplying Both Line 
and Local Battery Current. 
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Fig. 15—Performance Characteristics and Circuit of 
Telegraph Battery Eliminator Shown in Fig. 14. 


An interesting innovation in this automatic 
charger is the use of a small auxiliary bridge- 
connected Selenium Rectifier F operating the 
relay G to sound an alarm or give a visual 
indication in case of trouble. The reactor /7, in 
series with the charging circuit, provides double 
frequency alternating current potential which is 
converted into d.c. by means of rectifier F ener- 
gizing the relay G. The cessation of charging due 
to the line failure or any other cause results in 
operation of the alarm circuit. The filter reactor 
H also serves the purpose of reducing the a.c. 
component at the battery terminals to less than 
40 millivolts. 

To illustrate the inherent output voltage regu- 
lation of Selenium Rectifiers reference may be 
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made to the telegraph battery eliminator (Figs. 
14 and 15). The characteristic A shows the in- 
herent voltage regulation of the selenium stack 
connected in the bridge circuit, each arm con- 
taining nine 13¢’’ diameter plates in series. This 
rectifier uses neither saturable reactors nor re- 
lays, static and dynamic regulation being accom- 
plished by means of a tuned filter circuit. A high 
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capacity electrolytic condenser is connected 
across the output terminals. The combination 
of this condenser with the tuned filter reactor 
reduces the a.c. component to a quarter of one 
percent of the d.c. voltage. The no-load out- 
put voltage is minimized by the bleeder resistor 
across the output terminals and a choke-input 
filter circuit. 
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PEpER Our PEDERSEN 





Peder Oluf Pedersen * 


1874- 


1941 


The West Jutland shepherd boy who wrote to His King, 


who helped him to become a man of science. 


As one of P. O. Pedersen’s best friends through half a century, it is with the deepest 
grief that I learn today (August 30, 1941) that my friend has passed away. 

Danish engineering and technique has lost its first man. 

In the electro-technical field, in which he was my faithful collaborator during many 
happy years, he was a greatly esteemed research investigator. These years are a very 


dear remembrance to me. 


His enormous ability in covering a wide range and his great initiative, benefiting 
technical science in our country, carried him in late years into new working fields, but 
the friendship from our youth was continued down through all the years. 

I keep the remembrance of him in deep gratitude. 


Childhood,”’ published some years ago, Pro- 

fessor P. O. Pedersen gently and impres- 
sively tells how he started his career as one of 
our most esteemed scientists. 

He was born 67 years ago in a modest farm 
house in the Varde region. His father had a little 
farm on the heath at Sig. Peder Oluf was an 
only son amongst many children. He was small 
for his age, slender in appearance and of delicate 
health. Seventeen of his ancestors had been Jut- 
land farmers but, while he was still quite young, 
his parents began to fear that the boy would 
disappoint their expectation of carrying on the 
family tradition by some day taking over the 
heath farm at Sig. 

Peder Oluf was reared in the same way as 
other young people of his region, and one can 
understand that it was an upbringing which 
marked all his subsequent development. He 
never owned bought toys and he never missed 
them. ‘“There were stones in the fields,’”’ he said 
in his memoirs, ‘‘and they could be used in 
many ways, you know. There were the elder 
bushes whose branches could be fashioned into 
lovely flutes and pop-guns. When a little older 


] N the little volume, ‘‘Remembrances of my 


* This article appeared August 31, 1941 in Berlingske 
Tidende and is reprinted in translated form as a tribute to 
one of the world’s outstanding Pioneers of Electrical Com- 
munication. Berlingske Tidende is one of Copenhagen’s 
leading daily newspapers; its predecessor was the Kgben- 
havnske Danske Post-Tidende which was taken over by 
E. H. Berling in or about the year 1748. 


Dr. VALDEMAR POULSEN. 


one might also beg some nails and bits of wood 
from father for building small wind and water 
mills. There was always enough to busy oneself 
with. I never remember having felt bored as a 
child, and besides, not later on in my life either.”’ 


Practical Wisdom of Life from the Home 
and the Field 

His father and mother were both religious, and 
the children were brought up in a Christianity 
where admonitions were taken not only from 
Luther’s Catechism, but just as often from the 
wisdom of life derived from the many adages 
(‘‘Sejh’er,”’ i.e., sayings), continually used both 
earnestly and humorously. P. O. Pedersen men- 
tions one which expresses something deeply 
rooted in the minds of many West Jutlanders and 
which has surely been of importance in his later 
research work, ‘‘De maa A et sejh, for A veed et”’ 
(I must not say that because I don’t know it). 

P. O. Pedersen evidently was reared in one of 
the excellent farming homes from whence various 
men of genius have come—men who, through 
their lifework, have played their part in creating 
the reputation of our country. Peder was a little 
late in starting school. He had a speech impedi- 
ment and was unable to pronounce G and K. 
His mother, however, taught him how to say 
the difficult letters correctly by letting the boy 
follow with his fingers the movements of her 
tongue as she articulated G or K. He overcame 
his handicap and was an apt pupil at school. 
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Arithmetic was his favorite subject and, by the 
time he was fourteen years old, the boy had 
learned so much that his teacher did not con- 
sider himself able to instruct him further in this 
field, but procured for him Poul la Cour’s “‘His- 
torical Mathematics,”’ leaving the boy to study 
it by himself. It was a magnificent companion 
when he was out tending the farm’s cattle during 
the summer. There were also other books which 
caught his interest, such as Hannover’s ‘““Theory 
of Movement.”’ He was, nevertheless, a careful 
and conscientious herdsman. The working day 
often lasted twelve hours—and in later vears the 
Professor often dreamed that he had forgotten 
for a day or two to move the sheep. 


The Letter to His Majesty King Christian IX 


Then came the great change in the little farmer 
boy’s existence. He became more and more ab- 
sorbed by technical problems. He always tried 
to solve them himself even if mastery of his 
books proved ever so difficult. But it was one of 
the doctrines he had absorbed in his childhood 
home: “‘By asking others one misses the joy and 
satisfaction of finding out oneself, and one never 
understands so well when relying upon someone 


else’s explanation as when one has solved a 


problem for oneself.”’ 

The soil of the southern field of the farm was 
very poor, and the “Kapelbakke,” especially, 
was so sandy that both the grass and the corn 
suffered much from early summer droughts. It 
was depressing to look at. And then it was that 
Peder Oluf, while he was lying in the field tending 
his cattle, hit upon a ‘‘perpetuum mobile” by 
which the necessary water could be pumped over 
the southern field. But here, for once, he met a 
problem so great and difficult that he could not 
solve it himself. He speculated upon this matter 
in the field until, suddenly, it was clear to him: 
he naturally ought to appeal to The King, 
Christian IX. His Majesty was the head of the 
country and would best be able to decide upon 
the right course. 

It was then that Peder Oluf wrote the touch- 
ing, simple-hearted letter to the King of the 
country. He ended the letter by saying: “God 
bless Your Majesty and highly esteemed family.”’ 
The King passed the letter to Professor Julius 
Thomsen, the Rector of the Polytechnic Acad- 


emy. When the boy immediately thereafter sub- 
mitted a sketch illustrating a machine, the King 
himself granted P. O. Pedersen 300 Kroner 
annually and, in addition, the Ministry of Educa- 
tion provided a similar subsidy. Peder Oluf also 
gained free admission to Galster and Holboll’s 
Course and was admitted to the home of a lec- 
turer, S. C. Borch. The way thus was opened 
up towards the honourable scientific path now 
terminated. 


The Meeting with Valdemar Poulsen 


When P. O. Pedersen had been graduated 
from the Polytechnic Academy it was, quite 
naturally, his childhood recollections of West 
Jutland that became the determining factor in 
the career on which he embarked. The thirsty 
fields of his native abode and the inundations at 
Varde Creek seemed to him far more lovely than 
the Rhine and the other great European rivers 
he viewed later in life. He started as an hydraulic 
engineer and obtained, together with a friend, a 
prize for new harbor works at Oslo (Christiania). 
But it then happened that he met Valdemar 
Poulsen at the Borch home. P. O. Pedersen was 
engaged to be married to Borch’s sister-in-law, 
and this young lady was a friend of Valdemar 
Poulsen’s wife. The two young men quickly 
became sympathetic and commenced a collabora- 
tion which continued for many vears and greatly 
influenced P. O. Pedersen’s lifework. 

Valdemar Poulsen was occupied with the 
utilisation of his invention of the telagraphone, 
and the collaboration between the two men be- 
came closer and more intense when Valdemar 
Poulsen, about 1903-04, had progressed to the 
point of building the Poulsen arc-generator for 
procuring continuous oscillations—the invention 
which became so decisively important in the 
later phenomenal development of the radio art. 
P. O. Pedersen assisted his friend in the solution 
of the great problems presented. The two engi- 
neers supplemented each other exceptionally 
well, and Pedersen rather quickly turned from 
his original engineering interests; he commenced 
to devote himself wholly to electro-physics, 
electro-technics, etc. P. O. Pedersen continued 
his explorations of the arc-generator until 1920, 
and he was successful in proving that a theory 
originating from Gottingen on the manner of 
operation of the arc-generator was wrong. 
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His Professorship—the First of its Kind in 
the World 


Denmark’s Polytechnic Academy was the first 
anywhere to include electrical communication 
technique as an obligatory examination subject. 
Upon application from Director Hagemann, P.O. 
Pedersen accepted the post as lecturer in this 
subject, despite the fact that it was new to him. 
He himself had to arrange all the material of 
instruction. Here was one of the many occasions 
in his life when he felt the inspiration of manag- 
ing the thing himself, and where the learning 
from the heath at Sig could be applied. In 1912 
P. O. Pedersen was appointed Professor. 

It would be difficult for a layman to expound 
the many and varied scientific contributions 
which made P. O. Pedersen’s name famous 
internationally. One of his biographers, Dr. Povl 
Vinding, cites P. O. Pedersen’s investigations of 
the electric arc and publication in 1927 of his 
great work, ‘Propagation of Radio Waves,” in 
which, aided by his great mathematical and 
technical knowledge combined with insight into 
the science of meteorology, he made clear the 
apparently enigmatical properties of short radio 
waves. Here we are in a domain of daily life 


interest to everybody. “This book,” Dr. Vinding 
states, ‘‘is now a classic and is known to every 


radio engineer in the world.” 


The Leader and Rejuvenator of our Poly- 
technic Academy 


When in 1922 Hannover retired as Director 
of the Polytechnic Academy, P. O. Pedersen was 
appointed his successor. Since then he was re- 
elected at the expiration of each five-year period 
for which the appointment is in force. In July, 
1941, he was again re-elected. Despite the fact 
that P. O. Pedersen was then 67 years old and 
would exceed the age limit requirement prior to 
the expiration of his period as Rector (as the 
office is now called), the Teachers’ Council, 
nevertheless, desired his re-election. By Royal 


rE DE RSE-N 


Resolution his appointment was renewed until 
January 31st, 1947. 

As Director and, subsequently, Rector of the 
Polytechnic Academy, Professor, Dr. Phil. P. O. 
Pedersen made an outstanding record and proved 
himself an eminent administrator. The develop- 
ment of youth always was one of his prime 
interests. Not least, of course, was he concerned 
with future engineers. 

The great expansion of the Polytechnic Acad- 
emy on the former military site at Ostervoldgade 
was achieved under P. ©. Pedersen’s leadership 
and in accordance with his proposals. 


The Man and the Evaluation of His Work 


P. O. Pedersen was not only a scientist, but 
also, in marked degree, a realist. He was hearty 
in nature and possessed a fine mind. He was 
greatly interested in collaboration amongst scien- 
tists throughout the world and was seriously 
troubled when conditions impeded such collabo- 
ration. He thoroughly appreciated the impor- 
tance of technique in progress. Hence he asserted 
so ardently that we were not only to keep our 
technical instruction on a level with that of other 
countries, but to surpass them where possible. 
He took the initiative some years ago in founding 
the Academy for Technical Sciences, of which 
he was President at the time of his death. 

Many marks of honor were conferred on Prof- 
fessor P. O. Pedersen. He was Kommandg¢r af 
1 Grad (Commander of 1st Order) and Danne- 
brogsmand. In 1913 he received the Medal for 
Merit in Gold for his work with Dr. Valdemar 
Poulsen in connection with wireless telegraphy. 
He held the @rsted Medal and the Gold Medal 
from the American Institute of Radio Engineers. 
But he said about himself: ‘‘My task has been 
the modest one of studying and developing what 
others have initiated.’”” Gentle and reserved in 
appearance, his was a personality that impelled 
respect. He was able to obtain results without 
applying strong measures. 
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Telephone Development of the World, by Countries 
January 1, 1940 


NUMBER OF TELEPHONES Per Cent Telephones 
4 Government Private of Total Per 100 
COUNTRIES Systems Companies Total World Population 


NORTH AMERICA: 
SOREN CMNES «55s ses esses role cnaae ois ee eee eee 20,830,950 20,830,950 48.85% 15.85 


Canadz AWS R Aa eh On tac ath week Sate et oe 1,184,653 1,397,272 3.28% 12.35 
ES ee : 18,881 32,680 08% 0.39 
Mexico... 174,263 175,600 41% 0.88 
West Indies 
Ee nse Gio kew ee rar ehee ce akin e ees 56,462 57,072 13% 1.33 
Puerto Rico aber cera enes 53 16,227 16,758 04% 0.90 
Other Places in the West Indies. Oem ae SOUR RM RR ORS 785 19,502 29,287 07% 0.36 
Other Places in North America.............0....s002 19,108 19,108 04% 4.87 


PIMC oN ue REC Oe Sae rt eke ae eens eS K 22,320,046 22,558,727 52.90% 12.16 


N 
Y 


SOUTH AMERICA: 
434,017 . 7 1.02% 3.30 


See ee or re re a —_ 2,611 006% 0.08 
Brazil. SRS SON RESUS RO Ree e EMS TES eh INS Kas 271,437 J2.7. 64% 0.62 
Ce ie hhh share ih ke ORNS Re OME RO WAS ee OS —_ 84,151 z -20% 1.80 
Colombia. Oecd Loan Sk etn ea ARS 8,900 32,787 7 10% 0.47 
PR et ea rok ce sem eec a Ses Shee eee ees 4,600 3,050 7,65 .02% 0.27 
Paraguay.. Pic tote tere we -- 3,658 3,65 J i 0.38 
I ics cu cin ahs hoe oak On eee eee ee 32,286 07% 0.48 
UruguayT Na ace eeu ae ee een me ROIS Ae Ne 34,810 11,846 65 f 0 2.20 
Venezuela ee ane a8 27,910 r 5 J A 0.80 
Other Places in South Americat....... 0 0.54 


DURE ahaha chose Ger satomecKes 


OA te RR ee ee 


EUROPE: 
NN CBSE Keddy weber cae cous pEnaseeeeas sane 430,000 
DER oat ots bk ae eaten kee enews 31,225 
ST i046: ene ese Ser wah ie a Piel ek oi EES 17,813 
EEE gras Chek sen is a wis ork A eR oe ee wee Ghee 45,513 
Finland? . sie ale ripe cat ke erere aes 7,720 
Pranmcey....... MES RERR RE awk awe Sr ci wbleh hes Siew 1,589,595 1,589,595 
Germany* . ; Cer ee nara eiee 4,226,504 4,226,504 
Great Britain and No. Ireland# .... ees Baas is 3,375,902 3,375,902 
Greece..... CER RER EH ENS KES ies pw AN 5,967 48,437 54,404 
Hungary...... Aicte FRSREMCR ETE cele AKee oe ee 178,325 790 179,115 
Italy* — 650,000 650,000 
Latvia# # Sissies eee te eaters Rect as ie 83,650 -- 83,650 
RINNE Seite StS a ean NO tat ed i enateere ce & 26,591 -- 26,591 
Netherlands . : cieeeeeeeeReeenaue See 460,000 — 460,000 
Norway*..... ee Soar ear sii oleh ik be eee AIS toe 153,000 97,000 250,000 
Portugal ies Seren Fa SERN ae eee 20,366 52,506 72,872 
Roumania..... _— 102,268 102,268 
Russia ® 1,272,500 _- 1,272,500 
Spain — 300,000 300,000 
Sweden......... ; So ; 1,697 864,799 .02 J 
Switzerland i PTL ER s cing 462,013 _— 462,013 t 10.99 
Yugoslavia J ; pe 72,000 _— 72,000 0.45 
Other Places in Europe. Dead Bigismecsas deel smere aoa 437,253 134,577 571,830 


Total Sie ee ee eee ee sie We eS 13,759,039 2,006,955 15,765,994 


ASIA: 
British India# # eaoulses Sao parse aes 31,878 51,500 83,378 
China. bie ince 45,000 115,000 160,000 
Japan# #. See ie Peete nt Stee hoe 1,367,958 _— 1,367,958 
Other Places in Asia. dee CA SS Re oe SEES 211,129 99,034 310,163 


Be GL atarce cece tees dade ree eeees “1,655, 965 265,534 1,921,499 


AFRICA: 
Egypt. 67,983 — 67,983 


Ssauitn ol Gonths Abiicad <-. isc 6cnceccssdaccscusce de 220,288 = 220,288 
Other Places in Africa. . 140,968 1,460 142,428 





BMS oce es Sees e Nee as Sans 429,239 "1,460 430,699 


oc E AN I A: 
661,996 — 661,996 


cs Vora meets ate (ace ee — 37,154 37,154 
Sakeslonds Indies........... shipapiecce ede ee 48,321 4,492 52,813 
Dil MEOUREF . 06 bec ccc ces Nate es 217,869 — 217,869 
Philippine Islands. . boke 2,410 30,386 32.796 
Other Places in Oceania........ ; Ae Tohespmeieboe 5,213 380 5,593 01% 


cs hie o RRs d sda vans ko delewhnnndae 935,809 72,412 1,008,221 2.36% 





BASES NATO on one Sa. e Resco ce esse ceenies, LO GOLEee 25,570,160 42,642,252§ 100.00% 


t ae! 1, 1939. ## March 31, 1939. * June 30, 1939. # March 31, 1940. 
7 U.S.S.R., ‘including Siberia and Associated Republics, January hy 1939 
th ce, ately 56°% of this total are automatic or “‘dial”’ telephones, including 10,351,000 “‘dial’’ telephones in the United States. 
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Telephone and Telegraph Wire of the World, by Countries 
January 1, 1940 


MILES OF TELEGRAPH WIRE 

Per Cent 

Number of Total 
of Miles World 


MILES OF TELEPHONE WIRE 
Per Cent 
Number of Total 
of Miles World 


Service 
Operated By 
(See Note) 


Per 100 
Population 


Per 100 


COUNTRIES 
Population 


NORTH AMERICA: 
Sr ere re tees nosis Pe 


Canada... . paeis tree reek winters a0 een 
Central America. ickvus sacneeesay Sam 


NE awe 455/412 Weel ws ece a's 
West Indies: 
Cuba..... 
Puerto Rico.... 
Other Places in West Indies. 
Other Places in North America....... 


WE Sica aR waraka ees 


SOUTH AMERICA: 
—: Ree a ee 
Bolivia . 

Brazil. 

(ORME One o, Se SN, ee 
MINE oe sess WO Gin eis At we eo 
MINN Soe ciao ek OSs oss coteuard goarasa emis 
RR oso 2s ich a a.e wicinre Si odern cio iatarare 
Peru. 5 

Uruguayt.. 

Venezuela. sed 
Other Places in South America. 


RO cds oes eee NS o0s 


EUROPE: 

PINE i. c0 24-0545 SAnas% 5 
eee tens 

Denmark. 

Eire# . 

Finlandt. . 

Francet . 

Germany# #. sae heidi 
Great Britain and No. Ireland#...... 
Greece. , Shatesaiy ais 
Hungaryt.. 

Italyt.. PUMA hoe Ee Rue RN ira tity 
We i fhe ncrdaa sagan aas 
BNE a5 oho Sle oo! oe Aassaaat os 
ENUM ooo oe onc 2 pa aes hw alee ci 
TT i ia g cd lek arp lard Viagk 6 ee ms Rea 
NNN es la| chaise krolis S's dosha Ses ante 
Roumania 

— 

Spain.. 

Sweden. . 

Switzerland . 

Yugoslavia‘. . : aru ach aaa tolate 
Other Places in ‘Europe. Se orenanie soa 

WO sat sana eunanues 


ASIA: 
SE SU PMP oo ine hn a hee Rec 
China. SR Sedan iecs 
Japan# #.... 
Other Places in Asia. 


PME NG Reis reins Salas taney 


AFRICA: 
Egypt. eR WAG AER ote 
Union of South Africa 
Other Places in Africa. 


95,150,000 
5,518,000 
62,000 
688,000 


283,000 
39,000 
116,000 
25 000 


101,881, 000 


1,738,000 
5,500 
1,208,000 
330,000 
162,000 
10,000 
8,500 
133,000 
160,000 
113,000 
6,000 


3,874,000 


2,000,000 
90,000 
1,557,000 
149,000 
324,000 
6,018,000 
18,045,000 
16,300,000 
188,000 
468,000 
1,736,000 
327,000 
82,000 
1,385,000 
738,000 
199,000 
431,000 
2,000,000 
1,500,000 
3,358,000 
1,630,000 
153,000 
1,933,000 


60,611 000 


460,000 
600,000 
4,864,000 
976,000 


6,900,000 


397,000 
937,000 
437,000 


2,300,000 


53.12% 7 
3.08% 48. 367,000 
046% 73 23,000 
38% : 100,000 


16% i 11,000 
02%; 2: 2,000 
07! : 8,000 

; 11,000 


2,822,000 


165,000 
5,000 
113,000 
30,000 
22,000 
5,000 
3,500 
13,000 
8,000 
8,000 
500 


373,000 


35,900 
5,000 
6,500 

22,000 

23,000 

317,000 
237,000 
240,000 

38,000 

53,000 

278,000 
4,500 
2,500 
9,000 

22,000 

18,000 

48,000 

600,000 

90,000 

14,000 

13,000 

57,000 

112,000 


2,244,500 


366,000 
100,000 
233,000 
233,000 


34.14% 
5.456 
34% 
1.49% 


be 
16% 


tn io te 7 
OO = 


0.26 

0.11 

0.10 
2.8 


1.3 


1.25 
0.16 
0.26 
0.64 
0.25 
0.17 
0.36 
0.20 
0.38 
0.23 
0.09 


0.41 


0.42 
0.08 
0.17 
0.74 
0.59 
0.76 
0.30 
0.50 
0.53 
0.52 
0.64 
0.23 
0.10 
0.10 
0.75 
0.23 
0.24 
0.35 
0.35 
0.22 
0.31 
0.36 
0.22 


0.39 


0.10 
0.02 
0.32 
0.11 





932,000 


26,000 
30,000 
150,000 





TR sc Aig fois ha fetonss bi Fiero e 


OCEANIA: 
Australia*.. 
Hawaii. . . AT eee oe, Ts eens 
Netherlands Indies. . 
New Zealand# . 
Philippine Islands. Sh ee 
Other Places in Oceania............. 


GEE co sre Fkteese ania es 


1,771,000 


2,918,000 
125,000 
262,000 
670,000 

81,000 
17,000 


4,073,000 


2.28% 4.14 


99% ‘ 206,000 


1.63% 41.92 
07% 29.55 
15% 0.37 20,000 
37% 40.83 18,000 
05% 0.50 10,000 
01% 0.75 4,000 


108,000 
0 


226; 


3.06% 


1.60% 
‘00% 
29%, 
27% 
15% 
(06% 


0.09 


0.12 
0.29 
0.12 


0.13 


1.55 
0.00 
0.03 
1.10 
0.06 
0.18 





160,000 





TOTAL WORLD 


179,110,000 


100.00% 8.27 6,737,500 


2.37% 


100.00% 


0.16 


0.31 


Note : Telegraph service is operated by Governments, except in the United States and Canada. In connection with telephone wire, P. indi- 
cates that the telephone service is wholly or predominantly operated by private companies. G. wholly or predominantly by the Government, and 
P.G. by both private companies and the Government. See preceding table. 

* June 30, 1939. # March 31, 1940. ## March 31, 1939. 


q U.S.S. R., including Siberia and Associated Republics, January 1, 1939. ** June 30, 1938. 


+ January 1, 1939. 





ELECTRICAL COMMUNICATION 


Telephone Development of Large Cities 
January 1, 1940 


Estimated 

Population Number’ Telephones 
(City or Ex- of Per 100 
change Area) Telephones Population 


Estimated 

Population Number’ Telephones 
(City or Ex- of Per 100 
change Area) Telephones Population 


Country and City 


Country and City 
(or Exchange Area) 


(or Exchange Area) 


ARGENTINA: 
Buenos Aires. . 


AUSTRALIA:+ 
Adelaide. 
Brisbane. 
Melbourne. . 


BELGIUM:77 
Antwerp.... 
Brussels... 


BRAZIL: 
Rio de Janeiro.... 


CANADA: 
MOND ch oe Sch eees 
Ottawa 
Toronto 
Vancouver... . 


CHILE: 
Santiago 


CHINA: 
Hong Kong........ 
Shanghai¥ 


CUBA: 
Havana 


DENMARK: 
Copenhagen 


EIRE:+ 
Dublin 


FINLAND:t+ 
PER 5 os neces soos 


FRANCE:+ 
Bordeaux. ........ 


Marseille 
RRR ehh ean eds 


GERMANY: # 
Berlin... 
Breslau. . 
Cologne 
Dresden 
Dortmund.... 
Essen.... 
Frankfort-on- Main. 5 
Hamburg-Altona........ 
Leipzig 
Munich 
Vienna 


GREAT BRITAIN AND 
NO. IRELAND: + 
Belfast 
Birmingham 
Bristol 
Edinburgh 
Glasgow. . 
Hull+..... 
Leeds... . 
Liverpool. . . 
London— 
(City and County of 
London) . 
Manchester. . . 
Newcastle. 
Sheffield. . . 


HAWAII: 
Honolulu..... 


HUNGARY :t+ 
Budapest........ 
Szeged... . 


3,400,000 


321,000 
326,000 
1,036,000 
, 289,000 


560,000 
991,000 
433,000 


.940,000 


,095,000 
203,200 
807,900 
292,000 


860,000 


850,000 
3,750,000 


725,000 


900,000 


488,000 


305,000 


260,000 
200,000 
650,000 
915,000 
2,830,000 


4,339,000 
623,000 
771,000 
821,000 
585,000 
672,000 
647,000 

1,724,000 
767,000 
866,000 

1,874,000 


415,000 
1,259,000 
450,000 
465,000 
1,150,000 
361,000 
568,000 
1,265,000 


4,028,000 
1,015,000 
482,000 
522,000 


179,000 


1,635,000 
141,000 


268,956 


48,696 
127,639 
29,885 


103,797 


187,158 
40,829 
214,782 
77,362 


44,487 


22,606 
79,554 


18,566 
39,369 
38,801 
437,139 


599,911 
48,203 
75,393 
75,569 
28,945 
36,743 
68,112 

188,861 
73,959 
97,215 

180,165 


23,336 
79,847 
31,376 
47,066 
72,359 
25,354 
36,825 
79,228 


7,468 
8,191 
8,167 
8 


1776 


71 
6 
2 
2 


25,408 


107,906 
2,635 


ITALY:t+ 


LS 


11.19 
10.98 
13.08 
12.40 JAPAN:# = 
Kyoto.... 
8.70 Nagoya 
12.88 
6.90 Tokio 


LATVIA: = 


LITHUANIA:7 
17.09 
20.09 
26.59 
26.49 


MEXICO: 
Mexico City 


NETHERLANDS:7 
Amsterdam 
Haarlem 
Rotterdam 
The Hague 


NEW ZEALAND: 
Auckland 
Wellington 


NORWAY :* 
Oslo 


PHILIPPINE ISLANDS: 


Manila 


PORTUGAL: 
Lisbon 


ROUMANIA: 
Bucharest 


SWEDEN: 
Goteborg 
Malmé 
Stockholm 


SWITZERLAND: 
Basel 


Geneva 
Zurich 


URUGUAY:t+ 
Montevideo 


UNITED STATES: 
(See Note) 
New York 
Chicago 
Los Angeles..... 
Cleveland 


Total 6 Exchange Areas 
with over 1,000,000 


Population 


7.91 PNR 6 osc db koe oe 


IPR cb eects ah 


GRIN St ines 


315,000 
,206,000 
920,000 
,280,000 
284,000 


989,000 
1,160,000 
1,224,000 
3,321,000 
6,458,000 


391,000 


110,000 


1,450,000 


794,000 
174,000 
635,000 
540,000 


215,000 
160,000 


417,000 


770,000 


710,000 


910,000 


281,000 
155,000 
460,000 


165,000 
125,000 
125,000 
320,000 


705,000 


7,442,000 
3,390,000 
1,444,000 
1,153,900 


17,245,900 


748,700 
648,800 
654,000 
541,000 


Total 13 Exchange Areas 


with 500,000 to 
1,000,000 Population. 


WD =1 


Seattle.. .. 


tn 20 ~1 00 
= bN= 


Omaha 
Hartford.... 


8,922,900 


422,000 
321,500 
246,600 
242,700 


Total 30 Exchange Areas 


14.19 


with 200,000 to 500,000 
Population. ........ 


9,503,500 


Total 49 Exchange Areas 


6.60 with over 200,000 
1.87 Population ......... +. 


35,672,300 


14,738 4.68 
109,168 9.05 
31,373 3.41 
122,442 9.57 
10,209 3.59 


46,265 
51,457 
46,122 
176,697 
290,510 


tn be SD 
Rak w 


31,795 


10,124 


95,673 


67,927 
14,474 
44,145 


57,635 


33,012 
32,083 


73,786 


50,347 


63,585 
29,862 
184,722 


38,916 
31,662 
30,950 
73,914 


33,447 


1,669,904 
997,174 
456,564 
264,560 


4,191,428 


162,758 
290,990 
254,042 
155,362 


2,265,558 


128,613 
108,244 
68,452 
67,685 


2,210,282 23.26 


8,667,268 24.30 


Note: There are shown, for purposes of comparison with cities in other countries, the total development of all cities in the United States in 
certain population groups, and the development of certain representative cities within each of such groups. 


# March 31, 1940. 


* June 30, 1939. ## March 31, 1939. ah ece si sales 
ebruary 28, 1938. 


~ International Settlement and French Concession. } January 1, 1939. 








TELEPHONE 


AND 


TELEGEAPH 


oe at ie 


Telephone Conversations and Telegrams 


COUNTRY 
Australia. . 
Belgium. . 
Canada... 
Denmark. 
Finland. . 


Francet 
GermanytT.... 
Gt. Britain and 
Hungaryt 
Japant 


Netherlands+ 

Norwayt 

Sweden eieiey 
Switzerland fea 
Union of South Africa 


MERRIER ON 5.25 5 aes wes are Og 


Note: Telephone conversations represent completed local and toll or long distance messages. Telegrams include inland and outgoing internationa 


messages. 
7 Year 1938. 


Number of 
Telephone 
Conversations 


637,000,000 
320,000,000 
2,774,000,000 
726,000,000 
309,000,000 


972,000,000 
3,640,000,000 
2,255,000,000 

187,000,000 
5,339,000,000 


468,000,000 
281,000,000 
1,195,000,000 
335,000,000 
317,000,000 


30,300,000,000 


YEAR 1939 


Total Number 
of Wire 
Communica- 
tions 

654,998,000 

325,900,000 
2,785,629,000 
727,748,000 
309,811,000 


Number of 
Telegrams 


17,998,000 
5,900,000 
11,629,000 
1,748,000 
811,000 


999,524,000 
3,661,701,000 
2,314,484,000 

189,439,000 
5,407,475,000 


27,524,000 
21,701,000 
59,484,000 

2,439,000 
68,475,000 


471,588,000 
284,489,000 
1,199,641,000 
337,039,000 
323,863,000 


3,588,000 
3,489,000 
4,641,000 
2,039,000 
6,863,000 


195,000,000 30,495,000,000 


Telephone 


PER CENT OF 
ToTAL WIRE 
COMMUNICATIONS 


WIRE 


Conver- Telegrams Conver- 
sations sations 
97.3 
98.2 
99.6 
99.8 
99.7 


97.2 


0.6 


‘S 


COMMUNICATIONS 
PER CAPITA 


Telephone 


Telegrams Tot: 
94. 
39. 
247. 
190. 
80. 


2.6 
0.7 
1.0 
0.5 
0.2 


23. 
46. 
48. 
19, 
75. 


0.6 
0.3 
1.3 
0.3 
0.9 


0. 
i, 
0. 
0.: 
0. 


97. 
89. 
80. 
Sk: 


NUN 


i. 253: 


wn 


54.3 
3 
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5 
2 
3 
0 
5 


1 
7 


8 
1 


7 
3 
6 








ALL OTHER EUROPEAN 
COUNTRIES - 


ALL OTHER 
COUNTRIES 


CANADA 


January 1, 1940 


DISTRIBUTION OF 1HE WORLD'S TELEPHONES 


FRANCE 


- GREAT BRITAIN 


=-— GERMANY 
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UNITED STATES 
SWEDEN 
NEW ZEALAND 
CANADA 
DENMARK 
SWITZERLAND 
AUSTRALIA 
HAWAII 
NORWAY 
GREAT BRITAIN 
GERMANY 
NETHERLANDS 
BELGIUM 
FINLAND 
LATVIA 
FRANCE 
ARGENTINA 
URUGUAY 
JAPAN 
CHILE 
HUNGARY 
| ITALY 
CUBA 
LITHUANIA 
MEXICO 
RUSSIA 
BRAZIL 


TOTAL WORLD 


TELEPHONES PER 100 POPULATION 


SAN FRANCISCO 
STOCKHOLM 
WASHINGTON 
DENVER 

LOS ANGELES 
SEATTLE 
CHICAGO 
MINNEAPOLIS 
OMAHA 
TORONTO 
VANCOUVER 
COPENHAGEN 
ZURICH 
CLEVELAND 
GOTEBORG 
NEW YORK 
LONDON 

OSLO 
MONTREAL 
HELSINKI 
PARIS 
AUCKLAND 
HONOLULU 
BERLIN 
BRUSSELS 
SYDNEY 
HAMBURG-ALTONA 
COLOGNE 
VIENNA 

ROME 

KAUNAS 
ANTWERP 
AMSTERDAM 
RIGA 

BUENOS AIRES 
ROTTERDAM 
BUDAPEST 
MEXICO CITY 
BIRMINGHAM, ENG. 
HAVANA 
GLASGOW 
LIVERPOOL 
BUCHAREST 
RIO DE JANEIRO 
OSAKA 
SANTIAGO, CHILE 
DUBLIN 
LISBON 
MONTEVIDEO 
TOKIO 
MARSEILLE 
MANILA 

HONG KONG 
SHANGHAI 





TELEPHONES PER 


OF LARGE CITIES 


100 POPULATION 





Telephones per 100 Population Telephones per 100 Population 











Recent Telecommunications Developments 


Beanies BROADCASTING SysTEM’s NEW 50 
KW BROADCASTING STATION WABC.—With 
a special inaugural program, the new broadcaster 
was placed in service October 18, 1941. The 
station is uniquely located on a built-up island 
in Long Island Sound just off New Rochelle, 
New York, to provide optimum coverage of 
Metropolitan New York. The equipment was 
designed and constructed to CBS specifications 
by the Federal Telegraph unit of the Inter- 
national Telephone’ & Radio Manufacturing 
Corporation. 

The main transmitter provides for 50 kw 
output with an auxiliary 5 kw _ transmitter 
arranged for automatic cutover in case of failure 
of the main equipment. Performance of these 
equipments represents a new high in the broad- 
casting field. 

eee 


TG 200 TRANSMITTER FOR FIXED STATION 
Usre.—This new International Telephone & 
Radio Manufacturing Corporation transmitter 
has a nominal carrier power rating of 200 watts 
and is arranged for continuous frequency cover- 
age from 2 to 20 mc (150 to 15 meters). Facilities 
are also included for four crystal frequencies. 
Frequency change is accomplished entirely from 
front panel controls. The specially designed 
electric oscillator provides excellent frequency 
stability for CW, MCW and telephone emission. 
The unit operates from a 220 volt, 50/60 cycle, 
single phase power source. 


~~ AIRCRAFT TRANSMITTER.—The Inter- 
national Telephone & Radio Manufac- 
turing Corporation is now manufacturing the 
ITA 100 transmitter, an electric oscillator type 
unit providing continuously variable frequency 
coverage from 2000 ke to 16,000 ke and 250 kc 
to 600 kc, with a carrier power output to the 
antenna of 100 watts on the high, and 50 watts 
on the low, frequency range. 

The self-contained class-B high level modu- 
lator provides for telephonic and MCW operation 
in addition to CW. Two individual exciter units 
provide a frequency stability of .05% over the 


wide frequency range. A specially designed out- 
put circuit enables the transmitter to operate 
into a fixed or trailing wire antenna. 

The transmitter is wholly self-contained in a 
shock mounted cabinet 123’’ high, 18’ long and 
93”’ deep. High voltage is supplied by an external 
dynamotor unit operating from 24 volts d.c. 
Alternatively, the may be supplied to 
operate from 12 volts d.c. 


unit 


gestae WAVEMETER.—A portable, battery 
operated, absorption type wavemeter has 
been developed by the International Telephone 
& Radio Manufacturing Corporation to satisfy a 
definite demand in the field of frequency meas- 
urement. The instrument consists of a tuned 
circuit and a vacuum tube voltmeter-type of 
resonance indicator. Seven plug-in coils in bake- 
lite cases are utilized to cover frequencies from 
50 kc to 50 me. Its accuracy of calibration at any 
frequency is better than 0.25%. 


P  Gmasneeed DEVELOPMENTS IN AUTOMATIC 
TELEPHONY.—Telephone development in 
the suburbs of capital cities is being met by the 


Australian Commonwealth Government in a 
novel manner. Small satellite exchanges of 600 to 
900 lines capacity will be installed in buildings 
of the ‘‘double garage’’ type on sites subsequently 
to be occupied by more elaborate branch ex- 
changes. Thus, immediate savings in line plant 
are achieved without heavy investment in build- 
ings; and, when development justifies provision 
of the branch exchanges, the initial equipment 
can be utilized in its original location, or else- 
where, inasmuch as it is of standard construction. 
Standard Telephones and Cables Pty. Limited 
has received an order for ten initial exchanges 
for installation in Sydney, Melbourne and 
Adelaide. The equipment will be the British Post 
Office 2000 type step-by-step system employing 
line finders and will be manufactured partly in 
London and partly in Sydney. The contract is 
the largest placed by the Commonwealth within 
the last five years for this type of equipment. 
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